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Pale Viscous Neutral Oils 


Filtered—not acid treated —30° Gravity—480° Fire—220° Vis. 


CYLINDER STOCKS 


650°—Steam Refined—700° 


FOR LEASE 
6,500 Gallon All Steel Tank Cars 


FANCY ILLUMINATING OIL 


49° Gravity~Water White—150° Fire Test 


WAVERLY WORKS CO. 


Independent Oil Refiners 
FREE-384 PAGE BOOK—ALL ABOUT OIL 


The Ideal Solvent 
and Paint Thinner 


Tur-min-tine the 
same boiling point, the same 
flash point, the same evapor- 
ating qualities as turpentine— 
at a fraction of the cost. 

Tur-min-tine is better than ben- 
zine or naphtha in mechanical excel- 
lence and in perfect safety. It is also 
cheaper, because, although it costs 
more, it loses little from evaporation. 


Tur-min-tine is guaranteed, 

Ask your dealer or write direct. 
WAVERLY OIL WORKS COMPANY 
independent Oil Refiners, PITTSBURGH, 7A. 


Free Booklet—‘“‘Telis Why”’ 


THE “DEFIANCE” STEEL BARRELS 


The Only Steel Barrels Which Are Welded Throughout 


HEADS--SIDF-SEAM--BUNGS 


THE DEFIANCE “STANDARD” 


The Only Steel Barrels Which Have Successfully Held Natural Gas Gasoline. 


THE AMERICAN STEEL PACKAGE CO. 


DEFIANCE, OHIO 


CHICAGO 


THE DEFIANCE “SPECIAL” 
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OILS 


Everything produced from crude petroleum in barrels or cans, cases or drums, 
tank cars or bulk steamers. 


FOREIGN AGENTS GENERAL FOREIGN AGENT 
WORTHINGTON & BOLER, Liverpool and London J. BOSSHARDT, !7 Philpot Lane, London, E. C. 
H. PHIL. MULLER, Antwerp CABLE ADDRESS—“Lucid”, Philadeiphia 
A. BENOIT, 12 rue Blanche, Paris CUuDES—A B C Fifth edition, Leiber’s, Western Union and private 


PETROLEUM COMPANY 

135 SOUTH SECOND STREET NEW York OrFiceE, PHILADELPHIA, PENNSYLVANIA 

REFINERIES AT SHIPPING STATIONS AT 
WELLSVILLE, N. Y., and CLARENDON, PA. PHILADELPHIA, and MARCUS HOOK, PA. 
REFINED PARAFFINE WAX 
= White, odorless, no oil or moisture, in slabs packed in bags or cases. ao 
MELTING POINTS 
128° 133° 138° 
. GET OUR PRICES 
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“AMERICA'S GREATEST GREASE MAKERS."'—Mr. Slippery. A 
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The closing argument and the final 
test of superiority is comparison. 


The Advance Grease & Chemical Co. 


Jackson, Michigan, U.S. A. 


Greases, L. O. Soap, Cutting Compounds and Soluble Oils 
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Mr. CONSUMER—Not for Mine. 


"I SHOULD 
Ww ORRY 


GiDDAP 2 


I'll Get It from the Tank Wagon. 


Roads Agree to Suspend High Storage Charges 


Independent Oil Men Force Action After 
Commerce Commission Calls a Halt to Tariffs 


Independent oil shippers have at last 
forced the railroads to use some reason 
in their proposal to assess punitive storage 
charges on shipments of gasoline, which 
charges would have practically stopped 
such shipments and left the small town and 
country oil business in the hands of the 
Great Competitor. 

The Interstate Commerce Commission 
on complaint of the National Petroleum As- 
sociation and the Independent Petroleum 
Marketers’ Association, suspended tariffs 
on Central Freight Association lines carry- 
ing those prohibitive storage charges and 
which tariffs were to become effective Feb 
Ist to 18th. 

Following this and upon further protest 
to the American Railway Association, by 
the oil men who were supported in this 
last by the recommendation of Col. B. W. 
Dunn of the Bureau of Explosives, that 
association, which formulated these charges, 


issued a circular, Feb. 4th, on the recom- 
mendation of its committee, calling on all 
members whose tariffs carrying the pro- 
hibitive charges are already effective to 
amend those tariffs so as to eliminate the 
“less dangerous explosives” and “dangerous 
articles other than explosives,” and leave 
the charges apply solely on the “more dan 
gerous explosives,” dynamite, etc. It is 
generally expected that this recommenda- 
tion of the railway association will be fol- 
lowed at once by all lines. This will hold 
the charges in abeyance pending formal 
hearing before the commission, or confer- 
ence an amicable adjustment of the matter 
between the shippers and representives of 
the roads. 
WHAT THE CHARGES ARE. 

The storage charges objected to are 10 
cents a cwt. for the first 24 hours after 
only 24 hours free time and 20 cents a cwt. 
for all succeeding 24 hours, amounting to a 


reduction of free time from 48 hours, as 
now, to 24 hours and a charge of 50 cents 
for a barrel of gasoline for the next day 
after free time and $1.00 a barrel for each 
succeeding day, as against a charge of 5 
cents a ton now in effect on all freight. 
\ charge, in addition to regular demur- 
rage, of $2.00 a day for a tank car and a 
reduction of free time to 24 hours, was also 
filed. 

These charges were drawn by the Ameri- 
can Railway Association and published by 
it June, 1912, but never were taken up 
with the shippers. Roads began filing tariffs 
with the commission carrying these charges 
Sept. Ist, 1912, but no effort was made— 
with one exception—to assess them until 
the middle of December, when three west- 
ern lines notified the National Refining 
Co., at Coffeeville of the charges. Effort 
was made to learn if the charges were filed 
but officials of the roads denied that the 


= 


larges existed. In the meantime it was 
earned that the charges came from the 
way Association, and protest was made 
it by the two oil associations The 
antagonistic position was taken by the 
ads and they were preparing to put the 
oe er generally, when appeal was 

n to the commission 
the meantime, however, some rather 
eresting points had been developed. W. 
| MacEwen, trattic manager of the Na- 
il Refining ¢ who repre sented the 
N. P. A. in the tight, at St. Louis, the mid- 
dle ot January, at last unearthed copies of 
he tariff of some of the western lines 


after their existence was vigorously denied. 
Those 


of most 


tariffs showed, 


of the 


as well as the tariffs 
other roads later discovered, 
that the roads sought to fool the shipper 


into 


believing that the charges were author- 
ized by the I. C. C. in that the rule, carry- 
ing the charges was headed in large black 
type in 


most of the tariffs “Extracts from 


Regulations prescribed by the Interstate 
Commerce Commission.” Then followed 
the substance of three general rules on 


storage from the commission’s regulations, 
after which came the rules formulated by 
the railway association ALL SET in the 
SAME that it was only on the 
most careful inspection that the deception 
noted. Furthermore, railroad officials 
undertook to maintain they were all I. C. C. 
regulations until the shippers found out to 
the contrary. 
ROADS MAINTAIN SECRECY. 

No one could be found who knew how 
generally these rules had been adopted, so 
Mr. sent all 


type, 


so 


Was 


MacEwen out a request to 


SHIPPER 
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roads over which his company shipped for 
copies of any tariffs carrying such charges. 
In the the the 


oil associations to the railway association 


meantime protests of two 


caused it to refer the subject to Col. Dunn 
for investigation, and conference was ar- 
ranged with the colonel at New York for 


Jan. 23. Prior to going to New York, when 


no tariffs had been received, Mr. MacEwen 
called the Cleveland lines by phone, having 
been shown a tariff 
carrying charges, and insisted on such de- 
nial even when Mack wen said he had seen 


by a friend a copy of 


one. Finally Mackwen said he would send 


Cleveland, O 
the railroad office 
with instructions to stay there until he got 
When 
found that 
although filed with the commission it was 
not yet effective. Tariffs of hali 
dozen then came in, them 
effective until the first of February or later 


his chief clerk over to 
a copy, whereupon one was furnished. 


this tariff was received it was 
some 
roads none of 
Complaints were at once filed with the In 
terstate Commerce Commission asking fo1 
the suspension of these tariffs. 

The New York was at 
tended by Mr. MacEwen, representing 
National Petroleum 


conference at 
the 
Association, the secre 
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Simplify Your Barrel Problem 


Simplicity is today the key note in business. Every curve is straightened 
every rough edge smoothed. Red tape is consigned to the waste basket, over- 


much system to the scrap heap. 


All needless worries, all useless friction are 


done away with—the path of a successful business is a straight path and a 


smooth one. 


55 Gallons 
BLACK OR GALVANIZED 


Guarantecd to Meet Interstate Com- 
merce Specifications No. 5 


—THE “PERFECT” METAL BILGE 
BARREL—can simplify your Barrel prob- 
lem. {I can eliminate the constant bickerings with your cus- 
tomers over leakage. I can relegate to the past the disputes 
and disappointments over broken shipments and loss of con- 


tents. I can stop the endless expense for cooperage and repair 
and replacement. 


—THE “PERFECT” METAL BILGE 
BARREL—am made of steel—13 gauge—— 


both sides and head—tough, heavy, long-lived, rustless when 


. galvanized. I have the strength of the arch in my bilge—and 


the extra support of a heavy steel band in my chime. 


| ee “PERFECT” METAL BILGE 

BARREL—am tight under heavy pressure 
—tight against leakage of liquid or vapor. I keep to myself all 
that is given unto me—I render back all that I receive—even to 
the drop. Your customers recognize my honesty in this and 
they welcome me with open arms. 


“PERFECT” METAL BILGE 
BARREL—will make firm friends of your 


customers—loyal employees of your men—free your letters of 


complaints—your remittances from deductions—and give you a 
bigger balance at the bank. 


—THE “PERFECT” METAL BILGE 
BARREL—will bring you sound sleep-— 


take from your mind all the petty complaints that make life so 
uncomfortable—smooth out all the worries—simplify your Bar- 


rel problem. 


Is It Worth An Inquiry? 


DETROIT RANGE BOILER COMPANY 


24th St. & Michigan Central R. R. 


Full draining bung and all rights patented 


DETROIT 
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tary of the Independent Petroleum Mar- 
keters’ Association and J. L. Klamm, of the 
Glidden Varnish Co., Cleveland; Frank L. 
Campbell, of John Lucas & Co., Philadel- 
phia: Ira Reynolds, of The Sherwin-W1l- 
liams Co., Cleveland, and all trafhe man- 
wwers, and Edwin F. Sellers, of Harrison 
Bros. & ( Philadelphia, chairman of the 


traftt ommittee of the National Paint, O1l 
& Varnish Association 


The objections of the shippers were pre- 
sented informally and it was agreed that 
each ffected should submit their 
objections in writing and ask for the rail- 
way association's recommendation to its 
members to cancel tariffs then effective. 


GE1 TARIFFS SUSPENDED. 

From this conference, Mr. MacEwen and 
the secretary of the I. P. M. A. hastened 
hineton, where after conference 


presentatives of the Interstate Com- 


merce | ission the next day, they were 
eiven a hearing before the suspension board 
of thr mmission, which board passes on 
all requests for suspensions of tariffs. Haste 
was required and at the suggestion of the 
suspens1o1 ird both representati\ es of 
the oi] men stayed over another day and 
checked for more tariffs not effective, find- 


ing many more which were submitted in a 
| statement to the suspension 

tariffs that were effective 
were found and all are included in the list 
of tartiffs published in connection with this 
story. Practically all the tariffs that were 
effective were on lines west of the Missis- 
sippi, a few south of the Ohio river and 


ireh. Lines in C. F. A. ter- 


l 
} 


en obeying the instructions 


h iation and filing tariffs and 
these were the ones caught by the suspen 
sion order which was issued Jan. 29th, they 


being suspended to May 3lst and can be 
suspended to a further date if the com- 
mission cannot get to a hearing on them 
in the meantime. 

inn and officers of the railway as- 
sociation were at once notified of the action 
of the commerce commission and urged to 
order the lines whose tariffs were already 


effective to cancel or amend them pending 
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hearing before the commission and after 
further correspondence Col. Dunn made 
that recommendation and the association 
took the action requested. 

So far as can be learned none of the 
roads, save one, have tried to enforce the 
excessive charges. It’s admitted by oil 
shippers that these charges could be en- 
forced and they lose customers without 
knowing about it, but they say that if there 
was any general enforcement of the charges 
they would know about it. The action 
of three of the Western lines in notifying 
one oil shipper of the charges is taken as 
the beginning of the effort to enforce the 
charges Some believe that the roads 
sought to get the charges in effect gen- 
erally over the country before enforcing 
them, so as to prevent the shippers know 
ing of them in time to ask for their sus- 
pension before the Commerce Commission 
as that body can only suspend a. tariff 
after it has been filed and before it be- 
comes effective, a period of thirty days 
elapsing between those two points 

The only case where the charges were 
enforced so far reported to the secretary 
of the I. P. M. A. was in Kentucky. A 
customer of the Moore Oil Co., at Cin- 
cinnati who lives in an inland town from 
lord, Ky., didn’t get to the station in that 
town—for what reason not yet known— 
for six days after the arrival of a shipment 
containing 8 drums of gasoline. The L. 
& N. R. R. Co, 
amounting to $27.06 for the six days on the 
8 drums. 


assessed the new charges 


The customer paid the charges 
but hasn't bought from the Moore Com- 
pany since. 

LIST OF TARIFFS. 

The following tariffs have been filed with 
the Interstate Commerce Commission and 
are effective since last fall on the dates 
noted. These are the ones the American 
Railway Associations has asked the roads 
to cancel: - 

P. R. R—ICC 4047—effective Oct. 15, 1912. 

(25 cents per cwt. 10 days or less.) 

P. R. R.—ICC 3167—storage at Baltimore 

—effective Dec. 22, 1911. 

Santa Fe 8564—H ICC 6155—effective Oct. 
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1, 1912. 

Sept. 1, 1912. 

Atlanta B. & A—ICC 503—effective Dec. 
18, 1912. 

kK. C. M. & O—ICC 177—effective Oct. 
30, 1912. 

Burlington  1412-F—ICC 
Oct. 1, 1912. 

K. C. S. 9-D—ICC 3141-—effective Oct. 1, 
1912 
B. & L. 
1910. 

(Same as P. R. R.) 
Lehigh Valley—ICC B-8678—effective Aug. 
$912. 


(Same as P. R. R.) 


1307-G—ICC 6480—effective 


10676—e ffective 


Ik.—ICC 213—effective June 20, 


L. & N—ICC A-12342—effective Sept. 1, 
1912. 

Mo. Pac.—ICC <A-2148—effective Oct. 1, 
1912. 

C. & E. I.—ICC 2664—effective Oct. 1, 1912. 

M. K. T.—ICC A-3754—effective Oct. 5, 
1912 


T. P. & W.—ICC 902—effective Oct. 1, 
1912. 

D. L. & W.—ICC 630l—effective Dec. 3, 
1909. 
(Same as P. R. R.) 

C. M. & St. P.—ICC B-2586—effective Oct. 
15, 2922. 

C. R. & J. P.—ICC 9379—Oct. 1, 1912 

Cc. P. & St. L—ICC 908—Sept. 1, 1912. 

C. & A—ICC A-520—Oct: 1, 1912. 

Chicago & G. W.—ICC 4877—Nov. 1, 1912. 

E. J. & E—ICC 1307—Dec. 2, 1912 

Union Pacific—ICC T-22—Oct. 15, 1912. 

Birmingham & Atlanta—ICC 10—Novy. 30, 
1912. 

C.N. O. & T. P—ICC 3911—Sept. 1, 1912. 

M. & O.—ICC A-32—Sept. 16, 1912. 

Southern—ICC A-5114—Nov. 1, 1912. 

S. A. L—ICC 2496—Sept. 1, 1912. 

Il. Central—ICC A-8300—Oct. 21, 1912. 
The following tariffs have likewise been 

filed with the I. C. C. and were to be ef- 

fective beginning the first of Feb., but were 

suspended by the I. C. C. 

Wabash R. R. Suppl. No. 5 to ICC 3101— 
effective Feb. 4, 1913. 

Hocking Valley—ICC 1532—Feb. 1, 1913. 
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OLDEST INDEPENDENT MANUFACTURERS 
Greases - Soaps - Compounds - Specialties 


Increase Your Profits! 


SPECIALTIES 


Of Quality Will Do It 
Sold To Jobbers Only 


Auto Lubricant 


For Transmissions and Differentials. Unmatched and Unsurpassed 
by others 


Pure Linseed Oil Soap 


Highest Quality Cleanser Ever Made. Guaranteed Absolutely 
Pure Linseed Oil 


Auto Body Polish 


A Cleanser and Polish to Restore Original Lustre. Most Econom- 
ical as same is Soluble in Water 


Metal Polish 


Will Not Separate, Acts Quickly and Effectively 


Cutting Compound 


Contains Less Moisture and More Mineral Oil than Other Makes. 
Will Not Gum 


ASK FOR SAMPLES AND PRICES 


The Stevens Grease & Oil Co. 


FACTORIES 
CLEVELAND KANSAS CITY 
WAREHOUSES 
New York Philadelphia Minneapolis Chicago 
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Warren Lubri 


MAKERS OF ALL THAT 


We have booked for 1913 the largest volume of tonnage in ous 
this country and abroad. Our plant is the most complete in the 


A. J. SQUIER, Vice-President 


GIRARD CHEM 


MAKERS OF ALL THAT IS BEST IN 


In sending your orders to us, it is like making requisitions 
not solicit your consuming trade, either on soap, cutting 


A. J. SQUIER, 


Vice-President & Secretary 


Export Department & Warehouse: 
27 Coenties Slip, New York, U.S.A. 
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cant Company 
IS BEST IN GREASE 


history, from the biggest, best and most conservative buyers, both in 
World. Withourfacilities all orders are being executed with dispatch. 


~ 


M. M. SANDERSON, President 


WORKS 
SOAP AND CUTTING COMPOUND 


on your own shipping departments. We positively do 
compound, grease or any goods we make. 


M. M. SANDERSON, Main Office & Works: 
President & General \lanager Buffalo, N. A; 
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B. & O. S. W. & B. O. S. W. R. R. and 
C. H. & D. Ry. Co.—ICC 6905—effective 
Feb. 15, 1913 

D. T. & I—ICC 483—Feb. 1, 1913 

T. & O. C.—ICC 2037—Feb. 12, 1913. 

C. I. & S—ICC 1592—Feb. 1, 1913. 

Pere Marquette—ICC 3035—Feb. 1, 1913 

ICC 1484—Feb. 1, 1913 

Grand Trunk—ICC A-1502—Feb. 1, 1913 

Vandallia—ICC 2625—Feb. 1, 1913 

Pennsylvania Tariff—ICC l-430—effective 
Feb. 1, 1913 

Michigan Central, Suppl. 7 to ICC 4234- 
effective Feb. 1, 1913 

N. Y. C. & St. L—ICC 3308—Feb. 18, 1913 

L.S. & M.S. Suppl. 7 ICC A-3870—Feb. 1, 
1913 

L. E. & W.—ICC 3336—l eb. 1, 1913 

Erie R. R. and C. & E. R. R.—ICC lines 
west A-4718; lines east 10837—effective 
Feb. 1, 1913 

ICC 11259—Keb. 1, 1913 

T. St. L. & W. Suppl. No. 1 ICC A-534— 
Keb. 19, 1913 

ICC 2037—Feb. 12, 1913. 


\ccording to reports from Chicago the gov 
ernment is pushing an investigation of the 
Standard Oil Co. to tind out whether or not 
the decree of dissolution of the United States 
Supreme Court is being adhered to. Oliver 
I. Pagan, assistant to Atorney-General Wick- 
ersham, and Chas. B. Morrison, who was ap- 


pointed a special assistant in the investiga- 
tion of the Standard’s conduct since the disso- 
lution order, arrived in Chicago, February 9, 
to begin the probe of the Standard Oil Co., of 
Indiana, which operates in Chicago. 
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CODE OF STORAGE RULES OF THE 
AMERICAN RAILWAY ASSOCIA- 
TION OBJECTED TO BY 
SHIPPERS. 


Recommended practice, subject to such 
changes as may be required to meet local 
conditions. 


Rule 1.—Storage. 

l'reight, except company material, re- 
ceived for delivery or held for forwarding 
directions, if stored in or on railroad prem- 
ises, is subject to storage regulations as 
follows: 

Rule 2.—Free Time Allowed. 

Note —In computing time Sundays and 
legal holidays (National, State and Munici- 
pal) will be excluded. When a legal holi- 
day falls on a Sunday, the following Mon- 
day will be excluded. 

Section A.—Storage will be charged when 
freight unloaded in or on railroad premises 
is not removed by consignee within forty- 
eight hours (two days) from the first 7:00 
a. m. after notice 

Section B.—Carload freight placed on de- 
livery tracks and subsequently unloaded in 
or on railroad premises is subject to de- 
murrage rules while in cars and to storage 
rules after unloaded. 

Section C.—Freight upon which the free 
time allowed has expired while in cars, and 
is subsequently unloaded upon railroad 
premises, is subject to storage rules when 
unloaded, without free time allowance. 

Section D.—Freight received for shipment 
on railroad premises is subject to storage 
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charges if held more than forty-eight hour- 
(two days) from the first 7:00 a. m. after 
receipt, to complete a shipment or for for 
warding directions. 

Section E.—Shipments of less than car 
load freight if delivered from cars are sub 
ject to storage rules, but carload freight 
when held in cars is subject to demurrage: 
rules. 

Section F'.—Shipments held for recon 
signment will be allowed twenty-four hours 
(one day) free time from first 7:00 a. m 
after notice. 

Rule 3.—Charges for Storage on Freight 
Other Than Explosives and Other 
Dangerous Articles. 

Section A.—Freight, except Explosives o1 
Other Dangerous Articles (see Rule 4), held 
in or on railroad premises in excess of time 
allowed, is subject to storage charges at 
the rate of———cents per 


—* per day 
or at the option of the railroad may be sent 
to public warehouses. 

Section B.—Any fractional part of—— 
pounds will be computed as ————# and any 
fractional part of twenty-four hours will be 
computed as one day. 

Section C.—In no case shall the amount 
so collected for storage of a less-than-car 
load shipment exceed the amount author- 
ized to be charged as storage or demur- 
rage on a carload of similar freight for the 
same length of time. 

Rule 4.—Charges for Storage on Explosives 
and Other Dangerous Articles. 
Extracts from regulations prescribed by the 

Interstate Commerce Commission. 


1. “General Rule D. Consignees must 


THE “ANCHOR” STANDARD 


Barrel Plant: 


BARRELS 


Absolutely eliminate loss from leakage 


during transportation 


THE ANCHOR GUARANTEE 


|We will repair, free of charge, f. o. b. 
our plant, any Anchor Steel Barrels which 
may develop leaks within one year from 
date of shipment, provided barrels have 
been subjected only to regular use. 


MEURER BROS. CO. 


Nos. 567-579 Flushing Ave. 
BROOKLYN, N. Y. 


GENERAL SALES AGENTS FOR 


THE MEURER STEEL BARREL CO. 


LONG ISLAND CITY 


THE “ANCHOR” SPECIAL 


MIDDLE WEST: 
J. A. HALDERMAN, 
222 No. State St., CHICAGO. 


SALES REPESENTATIVES: 
EASTERN OHIO—WEST VIRGINIA WESTERN PENNSYLVANIA: 


J. K. WOODS, 
First Nat. Bank Bidg., PITTSBURGH. 


PACIFIC COAST: 
WM. M. DUVAL & CO. 
Santa Marina Bidg., SAN FRANCISCO. 
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remove shipments of explosives from car- 
rier’s property within 48 hours after notice 
of arrival at destination.” 

*Ton or -00 Ibs. 72,000 Ibs. or 100 Ibs. 
tOne ton or 100 Ibs. 

2. Paragraph 1672. * * * “If a shipment 
of explosives is not removed within 48 
hours after notice of arrival at destination 
(see General Rule D), it must be disposed 
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of by return to the shipper, or by storage 
at the expense of the owner, or by sale, or 
when necessary to safety, by destruction 


under supervision of a c 
3. “General Rule O. 


remove shipments of dangerous 
from carrier’s property within 48 hours after 
notice of arrival at destination.” 

Storage will be charged at the following 


rates per day of 


ompetent person.” 
Consignees must 


High 


Explosives, 


twenty-four 
fraction thereof, on explosives 
dangerous articles not removed by the con- 
signee from railroad premises within twen- 
ty-four hours (one day) after the first.7:00 


dangerous explosives, i. 
Smokeless 


hours, 
or other 


articles a. m. following notice of arrival: 
Section A.—On shipments of the more 
Black Powder, 


Powder 


The “ENDURANCE” Automatie Tank 
Wagon Faucet with Locking attachment 


CREM; CO, Crew 
lawo Titce 480 Licker & Private Codes 
PHILADELPHIA On Wooss 


The 


Crew- 
Levick Co. 
are using 
more than 


125 


Endurance’ 
Faucets 


ESTABLISHED 1862 
ADRESS 


REFINERS, oF. PETROLEUM, wee 


nameces 
PHILADELPHIA _ Jemuary 26, 1913. 
The A. U. Wheaton Brass Forks, 
Newark, J. 
Dear Sirs: 

Replying *o youre of the 27th instant, desire to say we take 
pleasure in testifying to the satis’action we have gotten out of the 
use o* your Endurance tank wagon faucets, as we have tried creat 
different makes of faucets in years fone by, and we find your faucet 
Gives better satisfaction than anythirc we have usod yet, ami it is 
useless to say, as long as we oéntinue to be satisfied with the use 
of thesespifote, we #11] not have any use for any others. 

One advantace we notice about your spigots is that it positively rre- 
vents rurmring the tank wagon buckets over, dus to the fact the spigot 
shute off automatically and irmediately. 


Yours very truly, 


Lich Ee 


avannan 
ACKSONVILLE / 


A. W. Wheaton Brass Works 


NEW JERSEY 


NEWARK 


Chicago 


cans than any other manufacturer in the world. 
We couldn’t do this if the business was not 
handled to the satisfaction of our customers. 


AND GREASE 


CANS 


We make and sell a larger variety of good 


AMERICAN CAN COMPANY 
NEW YORK 


San Francisco 
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Small Arms, Wet Fulminate of Mercury, 
Blasting Caps, Electric Blasting Caps, Am- 
munition for Cannon with Explosive Pro- 
jectiles, Explosive Projectiles and Detonat- 
ing luzes, unloaded in or on railroad prem- 
ises charge of twenty-five (25) cents per 
hundred pounds, with a minimum charge of 
twenty-five (25) cents. 

On carload shipments placed on delivery 
tracks, $5 per day in addition to the regular 
demurrage charges. 

Section B.—On shipments of the less dan- 
gerous and relatively safe explosives, 1. e., 
\mmunition for Cannon with Empty Pro- 
jectiles, Ammunition for Cannon with Sand 
Loaded Projectiles, Ammunition for Can- 
non without Projectiles, Smokeless Powder 
for Cannon, Common Fireworks, Special 
hireworks, Small-Arms Ammunition, Can- 
non Primers, Small-Arms Primers, Percus- 
sion Fuzes and Time or Combination Fuzes, 
or less than carload shipments of Danger- 
ous Articles, other than Explosives, requir- 
ing Ked, Yellow, Green or White I. C. C. 
labels, unloaded in or on railroad premises, 
ten (10) cents per 100 pounds, with a mini- 
mum charge of ten (10) cents. 

On carload shipments placed on delivery 
tracks, $2 per day in addition to the regu- 
lar demurrage charges 

Section C.—When shipments of the more 
dangerous explosives (see Section A) are 
not removed from the railway premises by 
the consignee within the legal limit (forty- 
eight hours (two days) after the first 7:00 
a. m. following notice of arrival) the mosi 
practicable of the steps authorized by para- 
graph 1672, as quoted above, must be taken 
to secure this removal. 

When available, powder magazines not on 
railway property should be utilized for stor- 


age. 
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Section D.—When shipments of the more 
dangerous explosives (see Section A), or of 
the less dangerous (see Section B) and 
relatively safe explosives, or the dangerous 
articles other than explosives (Sections A, 
B and C) are not removed or disposed of 
at the expiration of forty-eight hours (two 
days) after the first 7:00 a. m. following 
notice of arrival, the storage charges as- 
sessed thereon will be double the amounts 
specified above for each day of twenty- 
four hours or fraction thereof. 

Rule 5.—Notification. 

Section A.—Consignee shall be notified 
by carrier’s agent in writing, or as other- 
wise agreed to by carrier and consignee, 
within twenty-four hours (one day) after 
arrival of shipments and billing at destina- 
tion, such notice to contain point of ship- 
ment and commodity. 

Section B.—Time will be computed from 
the first 7:00 a. m. after the day on which 
notice is sent to consignee. 

Rule 6.—Claims. 

No storage charges shall be collected un- 
der these rules through causes named be- 
low. Storage charges assessed or collected 
under such conditions shall be promptly 
cancelled or refunded by the carrier. 

Causes. 

Section A.—Weather interference. 

1. When the condition of the weather 
during the prescribed free time is such as 
to make it impossible to move freight from 
railroad premises without serious injury to 
the freight, the free time shall be extended 
until a total of forty-eight hours free from 
such weather interference shall have been 
allowed. 


2. When during’ the free time the rail- 


road premises are inaccessible because of 


high water or snow-drifts. 


Cleveland, O. 


Section A shall not absolve a consignee 
from liability for storage if others similarly 
situated and under the same conditions are 
able to remove freight. 

Section B—Demand of overcharge. 

When the carrier’s agent demands the 
payment of transportation charges in ex 
cess of tariff authority. 

Section C.—Delayed or improper notice 
by carrier. 

When notice has been ‘given in substantia! 
compliance with the requirements as speci 
fied in these rules, the consignee shall not 
thereafter have the right to call in question 
the sufficiency of such notice unless within 
forty-eight hours (two days) from 7:00 a 
m. following the day on which notice is 
sent he shall serve upon the delivering car- 
rier a full, written statement of his objec 
tions to the sufficiency of such notice. 

Section D.—Railroad errors which pre- 
vent proper tender or delivery. 


The Yaryan Naval Stores Co., of Bruns 
wick, Ga., is said to have filed an injunction 
suit against Commissioner J. J. Conner, head 
of the oil inspection department and the local 
oil inspector at Brunswick, on the ground that 
it should not pay ™% cent a gallon on naphtha 
assessed by the oil inspector. The Yaryan 
Naval Stores claim that if this law were en 
forced it would cost them at least $10,000 per 
year, and would eventually put them out of 
business. 


At the annual meeting of the stockholders 
of the Fort Wayne Oil & Supply Co., of Fort 
Wayne, Ind. the following officers were 
elected: E. W. Puckett, president; M. T. 
Cocheril, vice president; W. A. Hobson, sec- 
retary and treasurer. [-xecutive committee: S. 
S. Fisher, W. D. Henderson and A. S. Bond. 


KEROSENE 


GASOLINE 


OIL REFINING COMPANY 


COFFEYVILLE 


FUEL OIL 


KANSAS 


GAS OIL 


Western Oil Storage Systems 


We manufacture over fifty different styles of 
Oil Storage Systems, for Grocers, Public and 
Private Garages, Factories, Railways, etc. 


We want every oil dealer to handle our line. 
Write for our Jobbers’ proposition. 


Our new Catalog “H” is just off the press— 
it's yours for the asking. 


WESTERN OIL PUMP & TANK CO. 


ST. LOUIS, MO. 
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YOUR WANTS 


Rate for this column 5 cents per word 
an insertion. 
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fillers cost $24.30 each, and have been used 
only a short while, but due to discontinuing 
the filling of barrels, they are now at our 
disposal. They can be bought at half price. 
Address Box “X” this paper. 


FOR SALE—One 


machine complete. 


25-ton refrigerating 
Carbondale make; ideal 
plant for oil refineries. Practically new. Can 


quote f. o. b. cars or erected. Also other 
machinery. City Engineering Co., 619 Ferguson 


Bldg., Pittsburgh, Pa. 


FOR SALE—A first-class independent re- 
finery, operating regularly, and in exclusive 
territory. Best of reasons for selling. Ad- 
dress Refinery, care of National Petroleum 
News. 


I OFFER SIX YEARS’ experience in 
office work with oil jobbing companies, the 
ability and willingness to dig into work, 
and the ambition to make for myself a Real 
Job with a legitimate oil company. I have 
a good position now, but want to connect 
with an up-to-date oil company that is 
economically secure and whose business is 
so built that it will continue so in the fu- 
ture, as it is the future that I am looking 
out for, Am young and married. 
you THAT job of my future? 
30x R., care this paper. 


Have 


Address 


11 


WANTED~—Salesman for Greases and 
Cutting compound. Address Manufacturer, 
care of this paper. 


FOR SALE—Three “Penflex” barrel fil- 
lers complete with 8 feet each of 1%%-inch 
steel, No. 2 flexible metallic tubing and 
instantaneous stopper connections. These 


The Marshall Oil Co., of Marshalltown, Ia., 


Mas obtained in the local Circuit Court a tem- 


porary injunction against the oil inspectors of 
North Dakota, restraining them from rejecting 
gasoline and kerosene, the inspectors claiming 
the goods to be too low in gravity. The Mar- 
shall Oil Co. put up the argument that the 
Standard Oil Co. got the same kind of a 
temporary injunction last summer, and that 
they also are entitled to one. 


Owned by a few 
Independent 
Producers 


No. 300 Steam Refined Cylinder Stock 


600 Fire Test, 210 Viscosity at 212° Saybolt 
Made from Paraffine Base Crude Oil 


MUSKOGEE REFINING CO. 


MUSKOGEE, OKLA. 


ABSOLUTELY 
INDEPENDENT 


output, hence H 


you will not be in it. 


Our Approved Steel Barrels 


Meeting All Requirements at Lowest Prices | 
All Barrels Welded Throughout 
No Solder Used Whatever 


OUR MOTTO 


As our aim and policy is to lead and not 
follow; HELD, Sec’y & Treas. of the Com- 
pany, HELD patents and made a_ barrel 


that HELD. 


Therefore HELD, HELD the dealer, the 
= dealer HELD the trade, and the trade HELD 
up HELD because it HELD the oil. 


The oil saved, saved HELD, oiled our machinery and increased our 
is to pay to meet our quality and prices. 


Send for our latest complete catalogue and prices and fall in line or 


Stover Gas Machine Mfg. Co. 


FREEPORT, ILL. 
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HIGH GRA 


DE ILLUMINATING AND LUBRICATING OILS © 


HEAD OFFICES CLEVELAND, OHIO Water White Oils 


What Is Gasoliner 


Expert Tells How To Judge 
It By Its Boiling Points 


The News has arranged with Mr. Gray, one of the progressive oil 
chemists of the country, for a series of articles on petroleum and its 
products—a series that will be on the technical end and yet be prac- 


tical to the oil jobbers and marketers. 


This is the first publication of 


any such materiel on petroleum.—THE EDITOR. 


By T. T. Gray, Oil Chemist. 

\ few years ago the American Chemical 
Society appointed a committee to undertake 
the definition of certain industrial and com- 
mercial terms, of which gasoline was one, but 
on account of the wide variation in the prod- 
ucts found under this name, and in the names 
under which they were found, nothing was 
accomplished. 

Some companies have detinite specifications 
for the products known as gasoline, benzine 
and naphtha, and exercise great care in their 
preparation, but owing to the absolute lack of 
uniform nomenclature, these terms are prac- 
tically synonymous. 

Crude petroleum is a complex mixture of 
hydrocarbons of different boiling points, and 
gasoline is a complex mixture of the lower 
boiling point hydrocarbons obtained from it 
by the simple process of fractional distilla- 
tion, which is conducted in horizontal steel 
stills set in brick work and heated directly 
by fire. The stills are fitted on top with domes 
from which vapor pipes known as “goose- 
necks” connect them with water-cooled con- 
densers. As the crude oil contained in the 
stills is heated, the low boiling point hydro- 
carbons are vaporized and pass through the 
“goose-necks” to the condenser coils, where 
they are liquefied. The condensate flows from 
the condensers through running lines to “look 
boxes” connected with manifolds in the re 
ceiving house. The “look-boxes” are enclosed 
with glass and equipped so that the flow of 
the stream can be observed, and samples can 
be taken for examination. The manifold con 
sists of a series of pipes fitted with valves or 
cocks so that the distillate can be turned into 
one of a number of different tanks when de 
sired 


RUNNING THE CRUDE. 

“Pennsylvania Crude Petroleum,” which in 
cludes Pennsylvania, New York, Southeastern 
Olio, West Virginia and Kentucky, gives the 
highest yield of gasoline of any crude petro 
leum produced in quantity. When it is sub- 
jected to distillation, gasoline is the first prod- 
uct to distil over. The first part that con 


denses under ordinary conditions is about 80 


Beaume gravity, but as the distillation pro- 
gresses, higher boiling point hydrocarbons pass 
over and the stream shows a gradual decline 
in Beaume gravity. The distillate is separated 
as gasoline until the stream running in the 
“look-box” in the receiving house reaches 
about 57° Beaume gravity, at which point it 
is directed into the High Test Burning Oil 
Distillate by adjusting the cocks on the mani- 
fold. The stream runs practically Water 
White, but gradually darkens until it reaches 
about 43° Beaume gravity, where a perceptible 
change takes place due to the hydrocarbons 
undergoing decomposition at this point, which 
is known as “cracking.” Cracking always 
takes place to a considerable extent, when 
petroleum is distilled destructively, with a 
production of lower boiling point hydrocar- 
bons. It can be greatly lessened and even 
practically prevented by the introduction of 
live steam into the body of the oil in the still, or 
by making the distillation under diminished 
pressure, but manufacturers usually take ad- 
vantage of this decomposition in order to in- 
crease the yield of gasoline. 

The “cracking” which ensues after the dis- 
tillate flowing from the condensers reaches 
about 43° Beaume gravity, causes the pro- 
duction of gasoline and hydrocarbons of boil- 
ing points too low for high fire test burning 
oil. The stream of distillate is therefore sep- 
arated as low test burning oil distillate from 
this point, until the heavier hydrocarbons un 


t for burning oil begin to distil over. 


USE STEAM STILLS. 


The fractions separated, viz.—Gasoline, 
High Test Burning Oil Distillate and Low 
Test Burning Oil Distillate, are by no means 
perfect separations. The gasoline fraction con- 
tains some burning oil and the burning oil 
distillates contain gasoline. They are there- 
fore re-distilled in stills for this purpose 
known as “Steam Stills,” which are heated by 
steam coils while open steam is at the same 
time introduced. The light portion or dis- 
tillate of the high test burning oil fraction is 
put into the gasoline fraction, and in a like 
manner, the residue or heavy part from the 


Viscous Neutrals 
Automobile Oils 
Linseed Oil Soap 
Wax 
Greases 
Penns Gasoline 
Naphtha 


Bright’ Filtered Stocks 
Steam Refined Stocks 
Cylinder Oils, Compounded 
Engine Oils 


SPECIAL PAINTS 
M. B. C. 


Structural Paints are made especially for 
Tanks and Tank Cars. There is nothing 
more durable. Specify them. 


Send for Color Card, Free Working Samples and Prices 


Eagle Paint & Varnish 


gasoline fraction is put into the burning oil 
fraction. 

The low test burning oil fraction yields 
considerable gasoline formed by the previously 
mentioned decomposition, which, on account 
of its strong odor is not of such good quality 
as the gasoline which existed naturally in the 
petroleum. 

The gasoline separated is handled differ 
ently in different works, it may tind its way 
directly into the market without further treat 
ment, or it may be treated with sulphuric acid 
in order to improve its color and odor, or it 
may be again distilled and separated into a 
number of further grades. 

The development of the gas engine has 
increased the demand for gasoline to such 
an extent that many poor products are 
found in the market; furthermore, gasoline 
is usually sold by its Beaume gravity, 
which is absolutely without meaning in so 
far as its utility is concerned. The Beaume 
gravity is not in any sense a measure of the 
quality of gasoline, and from it can only be 
calculated its weight per gallon. Gasoline 
of 62 degrees Beaume, or even 58 degrees, 
may be superior to one of 72 degrees 
Beaume, or the 72 degree may be superior, 
depending upon the amount of low and high 
boiling point hydrocarbons present. It 
would seem, therefore, that the time is not 
far distant when gasoline will be graded ac- 
cording to its boiling point limits instead 
of its Beaume gravity. 
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REFINERIES: 
Seaboard Oil Works 
Muir Oil Works 
Glade Oil Works 
Warren Gasoline Works 


Water-White Oils. 


Producers and Refiners 


2 High Quality Oils Only 


PETROLEUM LUBRICANTS 


Of the Highest Viscosity and Fire Test. 


Naphthas. 


Gasolines. 


HEAD OFFICES 


CREW LEVICK COMPANY 


PHILADELPHIA, PENN. 
OFFICES 


New Yerk London 

Boston Liverpool 
Chicago Glasgow 
Baltimore Paris 
Savannah Antwerp 
Warren Hamburg 
Chester Frankfort A-M 


Paraffine Wax. 


STENCILS—BRASS LABELS 
STEEL STAMPS & EMBOSSING DIES 
FOR STEEL BARREL HEADS 


The Dickey-Grabler Co. 


OIL BARRELS, HALF BARRELS AND KEGS 


We Manufacture 1000 BARRELS DAILY 


A.M. WELTI&BRO., 


7832 KINSMAN ROAD 
CLEVELAND, - OHIO 


lt for illustration, one pound of 80° Beaume 
gasoline were mixed with one pound of kero- 
have two 


Beaume, would 


mixture 


sene of 45 we 


pounds of a having a gravity of 


62.5° Beaume, 


similarly one pound of 88° 


Beaume and one pound of 37° Beaume fuel 
oil would make two pounds of 62.5° Beaume 
No. 1 
Initial Boiling Point .100°F 
Percent off @ 104°) ........ 
0 
3.0 
176 7.0 
194 13.0 
28.0 
95.0 


\ number of different samples of gasoline found in 


sults on testing: 


Beaume Gravity— 


No.1 No.2 No.3 No.4 No.5 No. 

62.4 65.2 63.3 63.4 63.9 64.6 
Final Distilling Point °F. 

329 336 306 306 1033 345 


In the oil fields, they are using pressure and 


reduced temperature in order to “squeeze” 


the gasoline out of the natural gas. A con- 


J. W. 
haft, is said to have struck a rich oil well 
the vicinity of Morrison, Colo., according 
to a Denver paper. The oil is said to be of 
n exceptionally good quality. Wells 
lrilled in this vicinity several years ago, but 


MecLees, while reopening an old mine 


were 


tbandoned on account of the lack of facilities 
to take care of the water leakage. This find 


has started other men in drilling wells in the 
vicinity of Denver. 


gravity. Although both samples would be 62.5 
Beaume gravity, each one would contain only 
fifty per cent of gasoline. 
The results the 
tional distillations will clearly illustrate that 


shown in following frac 
the Beaume gravity gives no idea of the qual- 


ity of such products: 


No. 2 No. 3 No. 4 No. 5 No. 6 
63.6 63.8 64.1 64.3 65.5 
s6e°F. 107°F. . 200°F. .102°F. 104°] 
0 0 0 0 0 

0 0 0.25 0 0 
1.0 1.0 1.0 Pen 0 
7.0 4.0 2.0 1.0 
15.0 10.0 12.0 9.0 12.0 
34.0 25.0 24.0 21.5 23.0 
44.0 38.0 43.0 40.0 40.0 
60.0 54.0 52.5 57.0 59.0 
72.0 62.0 62.0 71.0 66.0 
80.0 73.0 71.0 80.5 75.0 
85.0 80.0 78.5 88.0 80.0 
89.0 85.0 84.5 92.0 84.0 
93.0 90.0 88.0 94.0 88.0 
97.0 92.0 90.0 96.0 91.0 
94.0 93.0 93.0 

96.0 95.0 94.0 

95.5 95.0 

96.0 
97.0 
356°F. 388°F. 424°F. 349°F. 400°F 


the market gave the following re- 


No. 7 No. 8 No. 9 No. 10 No. 11 No. 12 
64.7 65.7 66.1 66.7 67.5 722 
343 137 342 


siderable quantity of this product, which has 
a very low boiling point, is now being col 
lected 
garvity products. 


and used for mixing with the lower 


According to reports January 31 the earnings 
of the Oil & Gas Co., the 
then present price of oil, average upwards of 
$20,000,000 annually. It is the opinion of oil 
men that the oil production controlled by the 
Prairie is valued at $26,000,000, but it is be 
lieved that the stock has been prevented from 


Prairie based on 


advancing owing to the company’s fear lest 
the courts should make the pipe lines common 
carriers. 


CRYSTAL 
OIL WORKS 


REFINERS OF 


PETROLEUM 


AND MANUFACTURERS OF 
HIGH GRADE 


Lubricating Oils 


Railroad Oils a Specialty 


OIL CITY, PA. 


We BUY and SELL 


OILS AND NAVAL STORES 


Agents for Refiners and Supplymen 
Sell Jobbers Only 


W. H. BARBER AGENCY 
1501 Hamline Ave.S.E. | MINNEAPOLIS,MINN 


KRELL BROTHERS 


Dealers in second-hand tight barrels of 
every description 


LOWEST PRICES PROMPT SHIPMENTS 


Write for Prices 
Antoinette and 12th Street and G. T. R. R. 


DETROIT, MICH. 


Property owners of Abbeville, La., are kick- 
ing on oil storage tanks in their vicinity, and 
have petitioned the council to have them re- 
moved outside of the city limits. Among the 
oil companies involved are the Waters-Pierce 
Oil Co. and the Texas Co. 

The 
annual meeting of the Norfolk Oil & Chemical 
Co., of Norfolk, Neb.: President, A. C. Smith; 
vice president and secretary, C. J. Verges; 
treasurer, FF. E. Demott. The directors are: 
A. C. Smith, C. J. Verges, F. E. Demott, H. 
C. Sattler, Wm. Raasch. 


following officers were elected at the 
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Fix World Wide Tests On All Petroleum 


Chemists From Many Countries Agree On Standard 
Methods and Instruments at Vienna Congress 


Many tests of petroleum and its prod- 
were made standard over the entire 


nal Petroleum Cor 


ission at its session Vienna, .\ustria, 
June 17-20, 1912. Full report of the pro 
ceedings there has just reached this coun 
try in printed torm 

\lthough many tests were agreed to by 


the world’s” scientists present, enough 
equally important tests were not agreed 
to, either by reason of disagreement or 
the tests not having been worked up, that 
the work of the commission is not yet 
ready for general adoption in every day 
business 

The commission has two American mem- 
bers, Dr. David T. Day, expert in charge 
of petroleum of the U. S. Geological Sur- 
vey and Dr. I. C. Allen, petroleum expert 
for the U. S. Bureau of Mines, both of 
whom attended the sessions. 
FIRST ADD OIL TESTS 

Dr. Ubbelohde said that the problem of 
the commission was the unification of tests 
in regard to petroleum and its products, 
upon an international basis—this problem 
embracing the formation of definitions; that 
the commission divided itself into inter- 
national sections, each representing a cer- 


tain country and representing the interests 
of government, railroads, producers, con- 
sumers, and representatives of the different 
trades and of commerce: 

The first meeting of the delegates ot 
these different sections was in London, in 
May, 1909, where a program was outlined. 
The different sections then submitted to 
each other the results of their deliberations 
and the present meeting was to pass deli- 
nite resolutions thereto, also the formula- 
tion of international definitions for all prod- 
ucts of petroleum. 

The London meeting recommended the 
international use of the Abel tester, but 
there were three different kinds of such 
testers each giving slightly different results, 
the oldest original Abel apparatus, used in 
England and its colonies; the Abel-Penski 
apparatus, used in Germany and many other 
countries, such as Austria, Hungary, Rus- 
sia, Roumania and Denmark, and the Eng- 
lish Colonial-Abel-Penski apparatus used 
in India and Australia. The English teste: 
has a Fahrenheit thermometer, the German 
a centigrade, and the Colonial-Abel-Penski 
has a cover like the German tester but a 
Fahrenheit thermometer—the difference in 
these testers being chiefly in the construc- 
tion of the covers. A special commission 


was appointed to consider the centigrad 


thermometer. 

A long discussion then followed 
gard to enlarging the scope of the cor 
mission so as to include the question 
storage and transportation (not includ 
in the London program). 

The following resolution was then adopt 
ed by the commission: 

“The questions of nomenclature are 
be left to the National Sections for furthe: 
study. The work of the sections ts to lx 
communicated at the earliest possible dat 
to the general secretary in order to |} 
examined by a special committee of tive 
members and the results of this examina 
tion put before the next meeting of the 
ciecki is appointed chairman of this special 
ecki is appointed chairman of this special 
committee.” 

Dr. Day, of the U. S. Geological Survey, 
then proposed the following members for 
this committee who were then appointed 
Dr. Allen, of the U. S. Bureau of Mines; 
Dr. Edeleanu, Mr. Guiselin, Dr. Gur- 
witsch and Professor Holde. 

This resolution was carried, against which 
the representatives of the United States 
(Dr. Allen and Dr. Day) voted: 

“The International Commission resolves 


Quality. 


Machine Oils, Water White 150. 


Everything in Oils and Petroleum Products 


PENNSYLVANIA CRUDE 


OHIO CRUDE 


MIDCONTINENT CRUDE 


The bitterness of poor quality clings long after the sweetness of low price has been forgotten. 


National Quality Economy 


Producing, as we do, our own crude, conveying in our own pipe lines, operating five modern 
refineries and transporting direct in our own tank cars, enables us to maintain highest 


Pure! Unmixed with Illinois or other crudes, Cylinder Stocks, H. V. Pale Neutral, H. V 
Miner’s Neutrals, Miner’s Wax, Pa. 47-78 Water White 150. 


Red Oil, Castor Machine Oil, Paraffine Oils, Century White 150. Greases of all kinds. 


High Grade Cylinder Stocks, filtered and S. R. Highest Grade Auto Neutrals. Castor 
Cup, Journal and Pinion Greases of finest quality. 


We will compound according to YOUR specifications or ours, as desired. Let us 
know your requirements and we will gladly submit samples and prices. 


THE NATIONAL REFINING COMPANY 


General Offices: CLEVELAND, O. 
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that in future matters of transportation and 

storage may be considered as within the 

scope of their discussions.” 
ILLUMINATING OIL. 

\lso a resolution as follows : 

“The odor of an illuminating oil is not 
-haracteristic of its value for lighting pur- 
poses. The final test should be accomplished 
by shaking 100 cubic centimeters of oil in 
a bottle of 200 cubic centimeters capacity 
having a transparent neck of 18 mm width, 
for a period of one minute, at a temperature 
if 20 degrees C. 

“The testing of coloration and fluores- 
The test- 
ing of coloration should be accomplished 


cence is a matter of agreement. 


with a colorimeter used in connection with 
type glasses, whose color value is to be 
compared with normal fluids yet to be de- 
termined as a standard. The petroleum 
should be passed through filter paper in 
the color test. 

“The determination of the specific gravity 
is to be found, according to the nature and 
quantity of the material to be tested and 
the degree of exactness required in accord- 
ance with the methods (official 
standard thermoaerometer, 


known 
rykenometer, 
Mohr’s scale, aerometer for small quan- 
tities, and the alcohol floating method—the 
unit of temperature to be 15 degrees C.; the 
eravity unit of water plus 4 degrees C., and 
the specific gravity to be gotten from the 
vacuum. The determination of the specific 
gravity may be accomplished at a greater 
or less temperature, and by means of the 
expansion co-efficients applying to the 
separate national sections’ home products 
should be reduced to the normal tempera- 
ture of 15 degrees, in case the specific grav- 
ity does not lie so close to the point that 
errors may be made. In the latter event 
the determination must be made at 15 de- 
grees C. or at a temperature very close to 
this. 

“In case a determination of specific vis- 
cosity is required the Ubbelohde modified 
Viscosimeter is recommended. 

“In determining the flash point of illu- 
minating oil the German Abel-Penski appa- 
ratus is to be used. The temporary ar- 
rangements and the carrying into effect of 
this in the individual countries is to be 
held for further consideration. For the 
determination of the flash point of illumi- 
nating oils having a higher flash point than 
50 degrees C. regulations will be prescribed 
after further experiments have been car- 
ried out. 

COLD TEST. 

“In determining the freezing point fresh 
samples are to be used and not such as 
have previously become cool at low temper- 
atures. The test is only then important if 
in the use of an illuminating oil separations 
(disturbed) may work. If in the cooling 
off of sample tested there appears in the 
test-tube separations or freezing, it is rec- 
ommended that the determination of the 
freezing point be carried out after the meth- 
od recommended for the testing of lubri- 
cating oils. The freezing point may also 
be determined of the distillation residue 
resulting from illuminating oil at 275 de- 
grees C. It is further important to note 
the appearance of the sample tested during 
its cooling off. 

“The fractional continuous distillation re- 
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sults in the Engler-Kolben (Engler-Piston) 
in accordance with the continuous method 
(See ‘Mitteilung aus dem Koeniglichen 
Material pruefungsamt, 1909. S. 261, and 
‘Moniteur du petrole,’ 1908, S. 280 and 282). 
The barometer reading is to be given, and 
the correction of the projecting mercury 
to be regarded by the use of thermometers 
of equal dimensions. 

“(a) The cooling-tube must be absolutely 
dry. The boiling point is that point at 
which the first drop falls from draining 
tube of the Engler-Piston. 

“(b) The temperature 
which the distillate is taken off should be 
divisible by 25 without remainder. 

“(c) Usually the fractions are measured 
volumetrically. The boiling residue at over 
300 degrees remaining in the piston should 
be weighed. For a more accurate exami- 
nation, the weight of the distillate and the 
quantity used is determined.” 

Dr. Allen put in an objection and said: 
“Before proceeding with the discussion of 
distillation, I would like to refer you to 
a paper written by myself, which describes 
in detail the method of distilling petroleum 
products, used in the petroleum laboratories 
of the United States Bureau of Mines by 
myself during the past three years. The 
method has been carefully compared with 


limits within, 


HY not let us put YOUR 
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the other methods in use, such as Engler’s 


and Ubbelohde’s. It has a number of ad- 
vantages over them. Jt is more accurate 
and dependable. I present it to you ask- 
ink that you postpone action on the very 


important matter of the adoption of a stand- 


ard method of distillation until you have 
had time to read the paper and thoroughly 
test the method.” 

This resolution in regard to distillation 
but car- 
ried, France and the United States voting 


against it. 


was voted upon separately, was 


No time was taken to consider 


Mr. Allen’s paper. Voting for, were: Bul- 
varia, Germany, Italy, Netherlands, Nor- 
way, Sweden, Roumania, Servia, Hungary 


Not Not 
Spain, Mexico and Switzerland. 


and Austria voting: Russia. 


r 1t 
present 


i 


In regard to light power, as well as the 
subject of “burning conditions” it was de- 
cided to refer these to a special committee 


or further work and for their report there- 


REFINING GRADE. 
“(] The test contents is ac- 
plished by means of shaking 100 cubic 
centimeters of illuminating oil with 10 cubic 
distilled water and the ad- 
a few drops of diluted “Methyl- 
1:1000. The 
not be allowed to assume a rose color. 
“(2) Through the dissolving of 100 cubic 
centimeters of illuminating oil in 100 cubic 


centimeters of a fresh 


for acid 


on 
centimeters of 


Orange” solution water must 


neutralized mixture 
composed of four parts ether, one part al- 


cohol of 95 


per cent and drop ot 
‘phenolphtalien’ solution, with the addition 
of a drop of ‘Atznatron’ solution, and to be 
If the illu- 


color will 


one 


shaken in a stoppered cylinder. 
the 
not disappeare during the shaking. 


minating oil is neutral rose 

“If after one of these qualitative tests 
an acid reaction is noted, there should then 
follow a quantitative test of the acid con- 
after known analytical methods. It 
may sometimes be of value to test its action 
against ‘natronlauge’ by the use of the so- 
called ‘Natron Tester’ (nach 
“Technische 1898, S. 


tents, 


Muspratt, 
234, 


Chemie,’ bezw. 


Post. Chem.-Techn. Analysen, 3 Auflage, 
Bd. I. S. 320) and to make this test by the 
use of six volume per cent ‘Natronlauge’ 


of 1.02 specific gravity. 
“The the Natron 

to be final, bad gotten 

from the same a final test of acid contents 


result of Tester is not 


but if results are 
in regard to the acid number in accordance 
with (1) or (2), or, in there is no 
test for 


case 


free acid found, a further ashes is 
to be taken. 

“Note: (Resolution of the Section.) The 
sulphuric acid [ 


test as a characteristic of 


the refining grade is dropped.” 


Carbon Contents. 
ferred to a special commission for further 
study, Dr. 


This subject was re- 


Allen being appointed a mem- 


ber of this commission. The problem of 
this commission will be to work out meth- 
ods for determining the different carbon 


groups of crude oil and its products. 
Storage Constancy. 


spect to the 


This subject in re- 


changes undergone by petro- 
hrough storage was also referred to 


leum t 


a special commission who are to. study 
this problem and make their recommenda- 
tions to the International 


its next meeting. 


Commission at 
Dr. Allen is also a mem- 
ber of this commission. 
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Ash Contents. 
the ash contents 
under qualitative, 
sideration of the 


For the determination of 
“Zirca,” i. e., filtered oil 
final quantitative, con- 
filtered residue is taken. 
The ashes should be given in weight per- 
centages. The test for ash contents results 
by distilling off the tested material at “Zir- 
ca” 30 cubic centimeters. This residue 1s 
to be poured over with the last portion 
of the resulting distillate in a platinum 
dish through drawing off of the moisture 
until the substance is dry and results in 
ashes. 
SULPHUR TEST. 

‘The amount of sulphur contained is de- 
termined quantitatively, either after the 
method of Engler-Heusler (‘Periodical for 
Applied Chemistry,” 1895, p. 225, Engler. 
“Chemist Paper,” 1896, p. 1897, Pose 
Chem.-Techn. Analysis, Vol. 1, Part 2, p. 
321) at which test it is necessary at the 
same time to make a blind trial to eliminate 
the error due to the amount of S O2 con- 
tents of the testing space; or 
after the burning method in the ‘Bombe’.” 

WATER DETERMINATION. 

“The water test remains. It is to be de- 
termined by final cloudiness if this is due 
to water.” 


the air in 


All the above tests in regard to illumi- 
nating oil were voted for at once, (with the 
exception of the distillation test), and all 
the resolutions were carried. 

BENZINE. 
SPECIFIC GRAVITY. 

“In this regard the rules given for illu- 

minating oil are to be used. 
DISTILLATION. 

“The rules in regard to this test for tu 

luminating oil The 


fractional determination is to be arrived at 


are to be observed. 
in such a way that the temperature limits 
may be divisible without remainder by 10. 
The point at which the distillation is com- 
pleted is that point at which the bottom 
of the piston remains dry or white mois- 
tures form.” 


Dr. Allen again said: “I must protest 
again as to the committee adopting any 
standard method of distillation until this 


committee has had time to read the paper 
presented by myself on this subject.” 
REFINING GRADE. 

It was agreed that the method for test. 
ing this was to be omitted until a 
form method would be determined. 

FLASH POINT. 

“In case such a determination is required, 
the Abel-Penski apparatus is to be used.” 

Dr. Allen protested against the adoption 
of an official flash point test until Dr. 
Harker had had time to present the results 
of his work. 

ACID CONTENTS. 


“The directions given for the determina- 


uni- 


tion of this in regard to illuminating oil 
are to be suitably followed.” 
HEAVY CARBON TEST. 
This subject was referred to a 
commission. 
WATER TEST. 
“The same directions for this determina- 
tion are to be given as for illuminating oil.” 
HEAT VALUE. 
“The test for heat value is to be taken 
by the use of bombe or some other suit- 
able apparatus. It should be 


special 


mentioned 


which apparatus is used.” 


Cleveland, O. 


MATERIALS WHICH BOIL AT HIGH 
TEMPERATURES, ODOR, COLOR 
AND LIGHT POWER. 

These subjects were referred to a special 
commission for further study and they are 
to make similar recommendations in regard 

to this as for illuminating oil. 

All these 
voted for at 


resolutions on benzine were 
once and with the 
exception of the resolution on distillation, 
which was voted for separately, the United 
States and France voting against it. 


carried, 


Voting 
for: Bulgaria, Germany, Italy, Netherlands, 
Roumania, Norway, Sweden, Servia, Hun 
gary and Austria. Not voting: 
Absent: Switzerland and Spain. 
LUBRICATING OIL. 
COLOR TEST. 


transparency of 


England 


“The the oil is to bs 
determined by running the same in a thin 
The color is 
determined as a rule by the naked eye in 
the test tube, in particular cases in a pure 
white glass 
by mm wall 
strength and in light passing through and 
upon the same. 


layer over a glass surface. 


parallel-ipipedon 10 c 
broad 


high, 
and of 5 


The color has no bearing 
upon the value of the oil for lubricatin, 
purposes and as a rule is only considereu 
as an identity test.” 

SPECIFIC GRAVITY. 

“(a) The limits of the specific gravity 
is in reference to the object for which it is 
used, and must not be too contined. Only 
in case oils of definite origin are required 
is it necessary to fix classification by deti 
nite weight limits, which on that account 
must not be too narrowly drawn. 

“(b) 
used 


The specific gravity can only be 
as a characteristic for the classilica 
tion of mineral oils of known origin, and 
also as identity and comparison tests. 
“(c) The determining of the specitic 
gravity is found in regard to the kind ana 
quantity of the material and the required 
exactness of grade, after the known method 
(official standard araeometer, pykometer, 
Mohr’s scales, araeometer for small quan- 
tities of oil, alcohol-swimming method). 
For thick oils it is necessary to mix them 
with petroleum. 


15 degrees ( 


The temperature unit is 
the 


weight unit of water 
plus 4 degrees C. is fixed, also the specific 
gravity is to be taken with reference to 


the vacuum. 

“The determination of the spécilic gravity 
may be found at higher or lower tempera- 
tures than 15 degrees C., and by means of 
the expansion co-efficients corrected to con- 
form to the temperature of 15 degrees C. 
In case the specific gravity so found lies 
so close to a point where errors may occur, 
the test must be made at 15 degrees C., or 
the expansion co-efficient (correction) must 
be accurately fixed.” 

FLASH POINT. 

“(a) In all cases where great exactness 
is required, the Penski apparatus should be 
used, in other cases the open crucible fitted 
for this purpose with mechanical horizontal 
flame guide and regulating burner. 

“(b) If other directions are insufficient, 
the flash point may be determined in the 
open crucible by means of the use of a 
porcelain crucible of 4 c breadth and 4 c 
height which is placed in a sand bath of 
‘Olniveau’ (for trial method see Holde Ex- 
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amination of Mineral Oils and Fats, 3 Aufl. 
p. 13). 

“In determining the flash point in the 
open cup, a thermometer with a short mer- 
cury tube is to be used analogous to that 
used in the Penski apparatus. The middle 
of the bulb should be placed in the middle 
of the oil. It is to be stated whether the 
test is made with or without reference to 
correction of the mercury projecting from 
the oil. The officially fitted thermometers 
for the Penski apparatus are so constructed 
that the error statement includes the last 
found correction.” 


EVAPORATION. 
This subject was referred to a special 
commission. 


DISTILLATION TEST. 

“The distillation test should, in general, 
take place in the Engler-Piston filled with 
100 cubic centimeters of oil. The distilla-~ 
tion is carried on up to a temperature of 
270 degrees C.” 

BURNING POINT. 

“This test is made in the open cup, as in 
the test for flash point. The oil should be 
steadily heated—the rise in temperature be- 
ing 4 degrees per minute, and in no case 
greater than 6 degrees per minute.” 


VISCOSITY. 
This subject was referred to a_ special 
commission. 


CAPILLARITY. 


Also referred to a special commission. 


COLD (CONSTANCY). 

“(a) For a simple test the test-tube 
method is sufficient, which is as follows: 
Fill two test-tubes of 18 m diameter with 
3 cubic centimeters of oil, placing a ther- 
mometer in one of the test-tubes. Both 
are then placed in a freezing mixture for 
one hour and the temperature taken when 
put in. The test-tube containing no ther- 
mometer is then inclined and the consist- 
ency of the oil while flowing determined. 

“(b) The comparison of the oil’s flow- 
ing ability is numerically measured by 
means of the U-tube method, and the oil 
is then placed in the trial tube to be cooled 
off at the trial temperature; then a water 
pressure of 50 m through a tube of 6 m 
diameter (error limit plus minus 0.3) is to 
be applied for a period of one minute main- 
taining a uniform minimum rise. 


“(c) Preparation of the oil to be tested: 
In order to take into consideration the in- 
fluence of temperature tending to produce 
variations in the freezing point, it is neces- 
sary to make two trials for this test; one 
at the commencement and one after heat- 
ing the oil for 10 minutes at 50 degrees. 
The heated oi] is to be tested twice for 
accuracy if the oil is satisfactory at the 
first trial. 

“(d) To eliminate impurities the oil is 
to be run through a sieve before the test, 
which sieve has meshes separated 1-3 m. 
Very thick oils are to be slightly warmed. 

“(e) Oils containing water must be 
boiled and afterwards filtered through fleece 
(cotton batting) dried at 100 degrees. 

“The cooling off of the oil tested, is to be 
accomplished in all apparatuses in which 
the freezing point is determined.” 
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Bind Your 
Back Copies 


Showing Binder for THE NEWS 


A cheap, simple and effective means of preserving the 
old numbers of THE NATIONAL PETROLEUM NEWS 
is now offered our readers at cost. 


Various schemes for binding periodicals from month 
to month have been on the market for years, but none of 
them were successful. Recently the Big Ben Binder has 
been made and it is without question the only practical 
binder today. It is easy and quick to operate, it does no 
damage to your copies, it’s not a bit cumbersome nor hard 
to handle and it looks well on a desk or in your bookcase. 


The binder is made up like a book, as in the above 
illustration. THE NEWS’ binder is bound in first-class 
buckram, the best wearing cover on the market almost, 
and is made especially to hold twelve numbers of THE 
NEWS or one volume. After a binder has been filled it 
can be put away in your library and another purchased or 
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By using this binder you will not only have all the 
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18 
WATER AND MECHANICAL 
ADMIXTURES. 
“(a) Water. The amount of water con- 


tained in the oil is only to be determined 
quantitatively when the qualitative test 
shows water to be present. In case of 
pure mineral oils having an Engler grade 
of less than 8 at a temperature of 50 de- 
grees C., the test is to be conducted in 
such a manner that the loss in weight of the 
two quantities (about 100 g. each) of the 
original oil and the oil from which the 
water has been taken may be determined, 
after heating in glass dishes in a boiling 
water bath until all appearances of froth 
have disappeared. 

“The amount of water contained in the 
original oil is to be computed from the loss 
in weight of the two test-substances. The 
water is to be taken from the oil before 
heating the same by shaking the slightly 
heated oil in the Erlin-cup with calcium 
chloride, and subsequently filtered with a 
dry filter. 

“With oils of over 8 Engler grade, it is 
‘sufficient to determine the simple test for 
loss in weight by heating, whereby there 
parallel trial of the oil from 
which the water has been extracted. 

“In other cases; for instance, with oils 
containing much water, the amount of water 
contained in the oil is found after the 
method of Marcus based upon distillation 
of a large quantity of oil with ‘Xylol’ and 
measurement of the evaporated water. 

‘Besides these methods, other methods 
used for testing for these properties may 
be used, but it should be stated 


remains a 


which 
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method has been used in all cases. 

“(b) Mechanical Impurities. Five to 10g. 
of well shaken oil are dissolved in 100 cubic 
centimeters of benzol in a glass cylinder 
(with light colored oils containing no as- 
phalt, benzine may be used). The solution, 
after standing over night, is then to be 
poured through a filter previously weighed. 
The latter together with the solvent is to 
be washed by rinsing the cylinder until 
the washing-fluid leaves no residue after 
evaporation on the water bath. The filter 
is to be dried at 105 degrees to constant 
weights and then weighed.” 

Ashes: Constancy during storage against 
the action of heat and air; constancy against 
stearh, over-heated steam and against pres- 
sure. 

No resolutions were adopted by the dif- 
ferent sections having these subjects under 
consideration, and they are to be further 
considered by the sections and reported 
thereon. 

REFINING GRADE FREE ACIDS. 

“(a) The method prescribed for testing 
for free acids in lubricating oils is to be 
followed. Mineral acids are to be deter- 
mined from the water extracted from about 
100 g. of oil, whereby methyl-orange is 
used as an indicator as in the case of illu- 
minating oil. 

“Organic acids are determined, in the 
case of light colored oils, in an alcohol- 
ether solution of 10 cubic centimeters of 
oil; in the case of dark colored oils, in the 
absolute alcoholic drainage (drawing-off) 
of the corresponding mixture of oil with 
alcoholic 1-10 N-alkali. 


Cleveland, O. 


“(b) The amount of mineral acid con- 
tained should be computed in percentages 
SO3; the organic acids should be stated in 
acid numbers, the acid number indicating 
how many milligrams KOH are necessary 
to precipitate the amount of free acid con- 
tained in one gram of oil.” 

FREE ALKALI. 

“The presence of alkali is determined 
by the amount of water extracted from at 
least 100 g. of oil.” 

SALTS—ASH CONTENTS. 

“Inorganic salts are to be determined 
from the amount of water extracted from 
100 g. of oil. The presence of alkali-soap, 
in the case of pure mineral oils, is indi- 
cated, as a rule, by means of a remaining 
emulsion and weak alkali reaction in the ex- 
tracted water, whereby the quantitative in- 
dication of the alkali-soap is shown in the 
following manner: In a test-tube of 15 m 
diameter 5 cubic centimeters O.5 degrees 
B-alkali is heated to a boiling temperature 
by means of a Bunsen burner. To this an 
equal quantity of oil is added and heated 
anew for a minute to the boiling point in 
such a manner that both fluids are mixed 
during the boiling as thoroughly as pos- 
sible. This is then placed in a boiling 
water bath for two or three hours. The 
substance tested must then be in the fol- 
lowing condition: As to purity, the oil 
must be clear in appearance, and the sepa- 
rated alkali must be so transparent that 
little pressure may be read. Correspond- 
ing cloudiness indicates the presence of 
naphtha acid salts, and in the last case an 
ash test must then be made.” 


Bilged Barrels 


ONLY ONE SEAM 


PLAIN OR GALVANIZED 


55 Gallons Capacity 


Guaranteed for three years under ordinary 


usage because they are the strongest and most 


durable steel barrels made, and are thoroughly 


and properly galvanized. 


Specification No. 5. 


service. 


Capacity 150,000 per annum 


Barrel easy to handle and inspect. 


We guarantee these barrels to comply with I. C. C. container specification No. 5. 
marked and dated as called for in I. C. C. rules and regulations. 


Each barrel carefully tested and inspected before shipment is made as called for in I. C. C. 


MILWAUKEE, WIS. 


Will drain entire contents and will withstand severest 
MADE TO LAST FOR YEARS 


Pressed Steel Tank Company 


They are 


Write for Catalog “C” 


. 
; 
‘ 
Z 
* 


nined 
from 
-soap, 
indi- 
Lining 
ne ex- 
ve in- 
in the 
15 m 
-OTEES 
rature 
lis an 
leated 
int in 
mixed 
pos- 
oiling 

The 
e fol- 
le oil 
sepa- 
t that 
pond- 
ce of 
se an 


st 


February, 1913. 


Lower Cold Test 


NATIONAL PETROLEUM NEWS 


Highest Viscosity 


Highest Flash Test 


Pennsylvania Filtered Neutrals— 


Not Acid Treated 
of 
Lower Cold Test and Highest Flash 


It is freely admitted by experts on lubrication that the most desirable 
lubricant for automobile motor and all internal combustion engine lubri- 
cation is a pure filtered oil—one which in no part or process of its manu- 
facture has been treated with acid. 


With the most careful treatment it is simply impossible to entirely re- 
move the acid from a “‘treated”’ oil, and all will agree that even the 
smallest trace of sulphuric acid in the oil will sooner or later corrode 
cylinders and pistons. 


Further, acid treated oil is not as stable a product as a filtered neutral; 
carbon separating upon even moderate heating in the cylinders. 


Germania Oils are carefully filtered through Fullers Earth and in no part 
of their manufacture do they come in contact with acid. They are 
sweet, practically odorless, and standing for a year a sample will still 
retain its brilliancy with absolutely no precipitation. 


In addition to the painstaking manner in which our oils are filtered, it is 
to be noted that they are distilled in large batches of 1000 barrels, there- 
by ensuring absolute uniformity, and through which we attain the highest 
possible flash test. 


The Cold Test of Germania Oils is exceptionally low for a Pennsylvania 
product and in this connection we ask you to bear in mind that in a 
Pennsylvania oil a lower Cold Test means the oil contains less of the 
higher paraffines and has accordingly better lubricating value at the 
higher temperatures. 


We have the cars and can make prompt shipment. 


The Germania Refining Company 


OIL CITY, PA. 


Highest Gravity 
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“(a) Grease Oils. Grease oils are tested 
quantitatively, by placing from 3 to 4 cubic 
centimeters of the oil to be tested in a 
paraffin bath (oil bath) at 340 degrees, to- 
gether with a small piece of sodium hydrate, 
or, in doubtful cases, with metallic sodium. 
After the cooling off of the tested oil to 
room-temperature, some soap froth will ap- 
pear in oils having grease present, or they 
become gelatinous. The soap froth is the 
determining characteristic in the case of 
cylinder oils as to the presence of grease. 
Naphtha acids may produce similar appear- 
ances. 

“Grease oil is tested quantitatively as to 
approximate quantity and accuracy desired, 
by the finding of the saponific number or 
analytical weight according to Spitz or 
Hoenig. 

“(b) Hartzoil (Resinous oil.) 
to a special commission. 


Referred 


“Paraffin. The test for paraffin contents, 
in general, may be dispensed with in the 
case of lubricating oils, since a_ higher 
amount of paraffin would be indicated at 
the determination of the freezing constant. 
In special cases; for example, in disputed 
tests the alcohol test of Engler-Holde may 
be used.” 

All resolutions in regard to lubricating 
oil test were unanimously adopted by the 
commission. 


It was also voted and carried to change 
the name of “International Commission for 
the Unification of Tests for Petroleum 
Products” to 


“International Petroleum 


Commission.” 
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Details of Oil Inspection 
Fights In Various States 


By vigorous effort on the part of mem- 
bers of the I. P. M. A. and the Western 
Petroleum Refiners’ Association, a new oil 
inspection law, proposed for Missouri, has 
been changed so as to admit of the sale of 
Oklahoma products. 


As originally introduced by Senator W. 
C. Busby, as Senate Bill No. 295, in the 
Missouri legislature last month, the bill 
forbade the sale of gasoline below 62 grav- 
ity, and of kerosene below 46; it also pro- 
vided for the inspection of fuel oil. As now 
amended the gravity of gasoline has been 
reduced to 58 and of kerosene to 40 and 
the fuel oil inspection taken out entirely. 

The oil men are continuing their efforts 
on the bill to have all reference to gravity 
taken out on the ground that it means ab- 
solutely nothing as regards quality or 
power, and that any limitation, with the 
great advancement in refining and the still 
greater demand for the products, will sim- 
ply work a hardship on the people of the 
state. 

E. M. Wilhoit, Independent jobber of 
Springfield, Mo., at the request of the I. P. 
M. A. headquarters, has been acting for 
that organization in co-operation with its 
Missouri members, while W. H. Isom, of 
Chicago, president, and C. F. Martin, of 
Tulsa, Okla., secretary of the Western Ke- 


finers’ Association, have been representing 
the refiners. 

Effort is also being made to have the fire 
test on kerosene reduced from 150 to 130 
or thereabouts, because of the greater trou- 
ble in getting 150 oil. 


Boiling Point Tests 
Fixed For Wyoming 


Wyoming is the first state to adopt a 
boiling point test for gasoline—that test 
will be an initial boiling point of 110 de- 
grees Fahrenheit and end point, or “all 
over” at 345 degrees Fahrenheit. 

This specification was arrived at at a con- 
ference between state officials and oil men 
at Cheyenne, Wyo., Jan. 10, at which were 
present W. D. Waltman, president of the 
Natrona Pipe Line and Refinery Company, 
of Casper; Mr. Naylor, of the Mid-West 
Oil Company, at Casper; Mr. Hollister, of 
the Continental Oil Company, of Denver; 
Mr. Bond, of the Northwestern Refinery 
Company, at Cowley, and Ross B. Moudy, 
state chemist, and Maurice Groshen, state 
food, drug and oil inspector. 

All at the conference were reported to be 
agreed on the boiling point method of test- 
ing gasoline. The limits above named are 
not definitely fixed. they being offered as 


needed them, wouldn't it be a saving ? 
ally when both are pleased ? 


will do this very thing. 


WHY FILLING ST 


You now deliver so much gasolene and oil to each individual auto owner anywhere your tank wagon can go. 

to pay for the maintenance of the tank wagon and its constant upkeep. 
Supposing you could get each automobilist to come to you at a given point and buy his gasolene and oil in less quanties just as he 

Isn’t it better to have your customers come to you rather than you go to your customers, especi- 


BOWSER SAFE OIL STORAGE SYSTEMS 


They will permit you to dispense gasolene and oil rapidly, accurately and at less cost than by tank 


ATIONS PAY | 


This means you have 


wagon delivery. You can put a Bowser Pump at any convenient point, where automobiles are passing continually, and can 
provide one or more discharge points at the curb This will enable you to fill ten or more automobiles in as many min- 
utes with one or more gallons for each machine, thus giving the automobile owner quick, individual service without his 4 
having to bother with storing or handling at home. 


ISN’T THIS FOOD FOR THOUGHT? 


You can put one or more small filling stations in small towns or a large multiple discharge station at one or 
more points in large cities. It does not matter what the requirements may be or physical conditions to be overcome, 5 
we have a system to cover your needs. They are made for handling gasolene, lubricating oils, etc. os 


ALL OIL SOLD IS ACCURATELY RECORDED Eg ee 


Each equipment is provided with an automatic Meter that positively records all gasolene or oil drawn 
from the tanks. Each outfit is locked at inlet and outlet. In fact, each equipment is a burglar and fire- 
proof safe for your oils—your liquid money—and being built to conform to that measure of safety prescribed 
by the National Board of Fire Underwriters—the last word on Safety. 


Write for illustrated booklet, giving more details. Mailed free upon request. 


S. F. BOWSER «& CO., Inc. 


HOME PLANT AND GENERAL OFFICES, BOX 2040, 


FT. WAYNE, IND. 


BRANCHES: 
CHICAGO DALLAS 
222 Fisher Bidg. 221 Lane St. 
MINNEAPOLIS NEW YORK ST. LOUIS 
1116 Hennepin Ave. 62 Church St. 1153 Olive St. 
ALBANY HARRISBURG TORONTO 
560 Broadway 229 Federal Square Box A. G. 


+. 


\ 

1 

Ihe 


ATLANTA 


DENVER 
233 Peachtree St. 


962 G. & E. Bidg. 
SAN FRANCISCO 
624 Howard St. 


Patantees and manufacturers of standard, self-measuring, hand and power driven pumps, large and small tanks, gasolene and oil storage and distributing systems, self-registering 
pipe line measures, oil filtration and ciculating systems, dry cleaner's systems, etc. Established 1885. 


ON THE ROAD LOOK FOR ‘‘THE RED SENTRY’’ 
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tentative and will be gone over again when 
the bill has been whipped into shape 


Specifications agreed to on kerosene are, 
110 flash by the Foster automatic cup; the 
oil to be water white or slightly bluish in 
color and on burning test to show not more 
than 4 per cent of residue at 572 degrees 
l‘ahrenheit, and not more than twenty per 
cent loss in candle power when eighty-five 
per cent of the sample had been burned in 
a lamp using a No. 1 standard burner, the 
test to be carried on at 50 degrees Fahren- 
heit. 

Heretofore the state and its oil men have 
been laboring under a gravity law that 
practically stopped the sale of oil from 
Wyoming crude. No gravity is mentioned 
in the new law. 


Want Lower Flash 


In North Dakota 


Changes in the oil inspection laws of 
North Dakota are reported to be in the 
minds of several members of its legislature, 
but the oil men of the state have kept in 
touch with the pure food commissioner and 
the chances are that whatever legislation is 
passed will be for the best. 

Effort is being made to reduce the state 
flash point from 105 Elliot to 100 degrees, 
and to reduce the fee, now one-half cent a 
gallon on both oil and gasoline. 

Charles Bartles, president of the Bartles 
Northern Oil Company, at Grand Forks, 
N. Dak., as well as William V. Hughes, of 
the Hughes Oil Company, Beach, N. Dak., 
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have been keeping track of the situation in 
the legislature. Mr. Bartles has had corre- 
spondence and conference with the food 
commissioner, and last reports were that 
that official seemed favorable to the changes 
wanted by the oil men. 


Cut Off 119 Deputies 
Under Kansas Bill 


The weather is getting mighty cold for 
the ubiquitous deputy ot] inspector out in 
Kansas. A bill has just been introduced 
in the Kansas legislature, the same bill in 
both house and senate, that seeks to sepa- 
rate 119 deputies from their jobs, leaving 
only the state oil inspector and six deputies 
to do the work. Incidentally the state is 
figuring on thus increasing its “net earn- 
ings” off the oil trade by about $20,000 a 
year. 

This sacrilegious procedure has the hearty 
endorsement of J. S. Longshore, the retir- 
ing state oil inspector, Krank Cumiskey, the 
new state inspector, the governor and all 
the rest of the new administration. So it 
looks as if the venerable political machine 
will lose out. 

The idea is to have the oil, so far as 
possible, inspected at the refineries; as most 
of the oil used by Kansas comes from re- 
fineries within its own border and these 
plants being located close together in the 
southeastern end of the 
cheaply 


state can be 
covered by a few men. Five 
deputies, it is planned, will be stationed at 
these refineries, while the sixth will chase 


Cleveland, O 


the few shipments that come into the state. 
Last year for the 125 deputies it cost 
$33,803 to inspect the oil. Under the new 
plan it is figured the cost, including the 
state inspector, will be only $14,300. The 
state inspector is to get $2,000 a year and 
his deputies $1,200 each, including travet- 
ing expenses. 


No.372--Pocket Oil & VarnishCase 


Made from Black Sea Lion Grain Goat; lined with 
red leather and silk plush. Holds six flat vials— 
5” longx 34” wide x ¥¢” thick—suitable for varnish, 
colors, or light oil samples. 


Size, when closed, 27g” x 1%” 
NET PRICE, WITH BOTTLES, FIT- 
TED WITH METAL TOP $2 00 
CORKS, COMPLETE - . 
Ask for our catalog showing our complete line 


of Sample Cases, especially made for the paint, oil, 
and varnish trade. 


The Cleveland Leather Goods Co. 


118 Noble Court CLEVELAND, OHIO 


H. P. ANDRESEN 


1515-1516 City Hall Square Bldg. 


139 NORTH CLARK ST., 


DISTRICT AGENT-ROAD OIL DEPT. 


CHELSEA REFINING CO. 


Mannfacturers **CHELRECO” ROAD OILS 


CHICAGO, ILL. 
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Although the idea of assessing fees for 
inspecting oil is to provide for the expense 
of that inspection only, the “tip” is being 
handed out by the powers-that-be at Topeka 
that it will be useless for the oil men to 
try and reduce the fees and pocket—as the 
politicians would say—that $20,000 saving, 
for the state has its eagle eye on that 
wad of money itself and will refuse to be 
separated from it. 

The flash test of 110 degrees of Foster 
automatic cup, is continued by the new bill. 
Gasoline will be inspected, save when it is 
used in city street lamps, and the gravity 
stamped on the package. Gasoline shall 
also be burned in a porcelain dish to test 
for tar or other foreign matter in solu- 
tion, but what the inspector will do should 
he find tar or an absence of tar, is not 
stated. The fee is continued at 10 cents 
a barrel. 

The bill places, as an additional penalty 
for selling oils or gasoline not inspected, 
on the vendor the liability for all damages 
that may arise from accident through the 
use or handling of the liquids. 

“Adulteration” with paraffin or with any- 
thing else that will reduce the flash point 
is prohibited. 

The bill, as a means of checking up on 
the oil sold in the state, requires that 
everyone “selling or in any manner dealing 
in any oil or other fluid required to be 
inspected by the provisions of this act shall 
report in full and in detail all receipts and 
invoices of said oil or other fluids on or 
before the tenth day of every month to 
the auditor of state.” This clause would 
seem to include the filing of prices, and to 


NATIONAL PETROLEUM NEWS. 


this possible interpretation the oil men 
have entered objection. The bill is being 
investigated by the refiners and jobbers of 
the state. 

The oil inspector of Jefferson county, Ky., 
is allowed to inspect and receive fees for in- 
specting such oils as are sold and used in the 
city of Louisville and Jefferson county, accord- 
ing to the Court of Appeals in the case of 
the Standard Oil Co. against the oil inspector 
of Jefferson county. One exception was made, 
and that is where the oil may be shipped from 
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Louisville in barrels for sale and use in other 
counties which are not provided with oil in- 
spectors. 
Cleveland, O., reported February 5 that a 
gas well of 2,000,000 feet per day was struck. 
This was drilled for the American Building 
Brick Co., and is in Brooklyn, beyond Denison 
avenue. 
The Champion Oil Co., of Chicago, IIl., suf- 
fered a loss of some $12,000 by fire, which de- 
stroyed their plant at 633 West 39th street, 
January 23. 


Refinery: Bigheart, Okla. 


Southwestern Refining Company 
PETROLEUM PRODUCTS 


General Office: Tulsa, Okla. 


Caney - - 


TheKanotexRefiningCo 


MAKERS OF THE KANOTEX LINE 
HIGH GRADE PETROLEUM PRODUCTS 


Owning ITS OWN CRUDE OIL PRODUCTION 
PIPE LINES AND TANK CARS 


Kansas 


Manufacturers 


OUR PRIDE 


STEEL BARRELS 


The One Time Shipping Barrel 


OUR LARGEST SELLER 


FOR ALL 
PURPOSES 


Have You Our Price List and Catalogue? 


IF NOT | 
Better Write foritToday. WeCanSave you Money 
Make your customers satisfied by shipping in STEEL BARRELS 


Satisfied customers are Repeaters and Repeaters make the business Grow: 


SIZES OF OUR MAKES: 


15-20-30-33-50-54-55 Gallons 


Get the price on our No. 40 Barrel. 
Passed by the I. C. C. Spec. No. 5. 


It’s a Dandy sais, 


We Are The Sleel Barrel Makers 


Our Invisible Faucet fits 
any Barrel we make 


9610-9622 Meech Ave.S.E. The Cleveland Steel Barrel Co. Cleveland, 0O.,ontheErieR.R. 


Invisible Faucet 


Inside During Transit 
Faucet in position to draw off liquid 
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Quietly Admits Pipe Lines to 


the New Osage Oil Territory 


(By Special Correspondent.) 
WASHINGTON, Feb. 10. — Another 


switch in the government’s policy in leas- 
ing Osage oil lands was announced by Sec- 
retary Fisher, at the hearing before the In- 
dian Affairs Committee of the House, late 
in January. He made the announcement 
in the most incidental and inconsequential 
manner imaginable, as part of the general 
outline he was giving the committee of 
what had been done toward leasing the 
lands and, as he said, protect the interest 
of the Indians. Altogether, incidentally, so 
far as tone and manner of expression are 
concerned, Mr. lisher said that it had been 
decided to 
leases, and to allow the common carrier 
pipe line companies to enter the contest for 


caacs 


again advertise for bids on the 


The matter impressed itself so little upon 
the members of the committee that not 
until later did any of them think it worth 
while to make any inquiries. When they 
did inquire they learned that if he has the 
power and the first bidders will permit it 
he will disregard the tenders submitted to 
him in November and take up the entire 
matter de nevo There has been some 
question as to whether that would be good 
policy, but there is no doubt about his 


power to disregard any offers received by 


him when the tenders are opened in No- 
vember. 


Mr. lisher’s idea in thus deciding to al- 
low the common carrier pipe line companies 
to participate in the competition for leases 
is that the Indians have nothing to lose and 
may gain something by this broadening of 
the held of competition. If the cases now 
in the Commerce Court are decided against 
the contention of the pipe line companies, 
which is that they are not common carriers 
subject to the act to regulate commerce, 
they will have to labor under the disabilities 
so-called imposed upon them by the act, 
chief of which is that created by the inef- 
fective commodities clause, which, in lan- 
guage, seems to forbid a common carrier 
transporting commodities in which it has 
a direct or indirect proprietary interest. 

The disability created by that commodi- 
ties clause by reason of the decision of the 
Supreme Court is more apparent than real. 
It held that because the Lehigh Valley Rail- 
road Company had organized the Lehigh 
Valley Coal Company, in which it held all 
the stock, the railroad company had di- 
vested itself of its interest in the coal it 
transported. 

If the tender by a common carrier pipe 
line company should happen to be so ad- 
vantageous to the Indians as to constrain 
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Mr. Fisher into accepting it, the pipe line 
company would be able to get rid of the 
commodities clause disability by organiz- 
ing an oil company to take title to its wells 
and also to such oil as might be gathered 
from wells not owned by it, and thereby 
become the shipper. Under such a_ thin 
fiction the common carrier pipe lines would 
be able to whip the devil about the bush 
and continue to act as both shipper and 
transportation company without falling 
afoul of the fierce looking commodities 
clause. 

At a meeting of the directors of the Na- 
tional Refining Co., Cleveland, January 29, a 
dividend of two per cent (2%) on the common 
stock for the quarter was declared, which 
makes a rate of 8 per cent annually, against 
the annual rate of 5 per cent in the past. 


The Magnolia Petroleum Co., of Texas, is 
making preparations to install five large stor 
age tanks and building at Hereford, Tex. The 
big demand for fuel oil engines for pumping 
prompted the Magnolia people to erect these 
tanks. 

The Imperial Oil Co., of Sarnia, Can., S. O. 
branch, has called a meeting of all stockhold- 
ers to have been held February 10 at Sarnia 
They contemplate increasing their present capi- 
tal of $6,000,000 to $15,000,000 and to develop 
the abandoned oil fields in Ontario which in 
clude the Petrolia fields. The company plans 
to spend a large sum of money in erecting 
office buildings, stills, tanks and storehouses. 


OKMULGEE 


AMERICAN 


REFINERS OF PETROLEUM 


REFINING 


SOLICIT YOUR INQUIRIES FOR 


HIGH-GRADE 


GASOLINES, NAPHTHA, BURNING OILS, GAS OIL, FUEL OIL, 


GREASE OIL AND FILTERED 


VISCOUS AND NON-VISCOUS NEUTRALS 


CYLINDER STOCK 
AND 


PARAFFINE WAX 


REFINERY AND GENERAL OFFICES 


COMPANY 


OKLAHOMA 
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Good Kerosene Carburetors are Now on The Market 


Several Devices are Ready To Be Put Out—Manu- 
facturers Claim To Have Solved The Fuel Problem 


The kerosene carburetor is on the market. At 
least one carburetor manufacturer is actually 
selling a carburetor capable of using ordinary 
kerosene—and he prefers to use the lowest 
gravities, claiming to get the best results from 
them—and another is about ready to come into 
the market with a similar device. 

Following the publication in the January 
issue of this paper of an article urging the 
oil men to sell the auto owner a kerosene 
carburetor, the National Petroleum News sent 
letters to all the leading carburetor manufac- 
turers in the country, explaining to them how 
the enormous demand for gasoline would un- 
doubtedly produce a still greater shortage in 
that product, particularly because of the con- 
tinued decrease in the production of crude oil. 
Six million barrels less of refinable crude oil 
were produced in this country in 1912 than in 
1911, and reports from oil fields state this de- 
cline will continue unless crude prices get 
higher than even now. Meanwhile kerosene, 
which forms roughly forty per cent of the 
refiner’s output, containing more heat units 
than the more volatile gasoline, and therefore 
more mileage and more power if it could be 
used in automobile engines, is a drug on the 
market. Millious of gallons are dumped abroad 
at ruinous prices because there is no use for 
it as a power fuel. The letters asked what 
chances there were for using kerosene as a 
fuel for automobile engines this year. 

Among the replies was the following from 
the Air Friction Carburetor Co., Dayton, O., 
which speaks for itself. Attached to the letter 
was a copy of the notice sent out with every 
carburetor which leaves the factory, stating 
that the carburetor has been tested in 
ACTUAL OPERATION, using as fuel a mix- 
ture of one-half low gravity gasoline and one- 
half low gravity kerosene. With this fuel, to 
pass inspection, each carburetor must compel 
the motor to run perfectly at all speeds from 
75 to 2,500 revolutions per minute and change 
instantly from low to high speed without 
missing or choking. Their letter follows: 

FAVORS LOW GRAVITIES. 

“You may not know that it is so, but as a 
matter of fact, we strongly recommend all 
our customers to use at least one-half of the 
lowest grade kerosene, together with the low- 
est grade of gasoline procurable, as fuel. 

“We, ourselves, and many of our customers, 
use a mixture composed of two parts lowest 
grade kerosene and one part gasoline. All of 
our reports and our experience seem to indi- 
cate that the lowest priced kerosene is by far 
the best for this purpose, although all grades 
of kerosene are being used in this connec- 
tion. 

“We might say that quite a number of peo- 
ple using our carburetor are using distillate 
alone, or mixed with gasoline, but this is done 
mostly in the West. 

“We have others that are using your Penn- 
sylvania crude oil, mixed with gasoline in 
proportion of two parts crude and one part 
gasoline, and we have others who are using 
the Pennsylvania crude alone. None of these 


parties who are using these low grade fuels 
have reported any trouble whatever from 
carbonization or sooting up. 

“Not many of them are using water in con- 
nection with these low grade fuels, although 
we ourselves recommend the use of a small 
amount of water when air-friction carburetors 
are used in connection with Pennsylvania 
crude alone, or distillate alone, or pure kero- 
sene alone. 

“There is only one poin to be careful of, we 
find in practice, and that is a little heavier 
wire should be used on spark plugs or spark 
plugs should be selected which have a great 
cross section of electrode, the reason for this 
seeming to be that a much higher heat ap- 
pears to be developed by the use of these low 
grade fuels. 

ENGINES ARE CLEAN. 

“We have had a number of our motors apart 
since we commenced to use these low grade 
fuels for driving our factory department, 
and instead of any sooting up or carbonization, 
it really seems that there is much less car- 
bonization than we have noticed with gasoline 
alone. 

“Our air-friction carburetors are provided 
with a large nozzle, composed of two cones 
coming nearly together and allowing the fuel 
to escape tangentially into an annular passage 
which is increased or diminished according to 
the demand from the motor. This construc- 
tion allows a very thin film of fuel to be 
forced into intimate contact with the passing 
air and results in such an intimate physical 
mixture that it has no time to condense on 
the walls of the intake manifold before it 
reaches the motor. 

“We advise warmed air for use with these 
air-friction carburetors when low grade fuels 
are used, but will admit that most of our 
customers do not pay any attention to warmed 
air, but report success both in starting down 
as low as zero and in operating both low 
speeds and high speeds and in abrupt changes 
from very low speeds to very high speeds. 
However, we know from our own experience 
that a better efficiency and better economy 
can be secured by using sufficient warmed air, 
which should be supplied to the carburetor 
from between the cylinders or from inside the 
crank case or from a very short sleeve con- 
nection surrounding the exhaust pipe or mani- 
fold. 

“We are in correspondence with several 
people regarding the use of different kinds 
of fuel, and we would like to state right here, 
as you are naturally interested in the prosper- 
ity of the oil man, that if you can induce any 
of these oil refiners to send us samples for 
trial on motors, keeping in view always the 
cost of fuel, we will be pleased to test out and 
make full reports on the action of such fuel 
on several different kinds of motors, and 
we will be only too glad to recommend to 
all our customers in the shape of a circular, 
any such fuels we may find which will reduce 
the cost of power to our customers. 

“Please take notice that our business has 


increased more than 100 per cent in the last 
few months, and that all sales of air-friction 
carburetors that we make are based on our 
iron-clad guarantee to refund the purchaser’s 
money if he returns the carburetor as unsat- 
isfactory. We surely would not be increasing 
to such an abnormal extent in such a short 
time if people were not really getting satis- 
faction with low grade fuels from the use of 
an air-friction carburetor.” 

Several letters enclosed testified to the fact 
that users of this carburetor were obtaining 
more than satisfactory results by the use of a 
similar mixture of half gasoline and_ half 
kerosene. 

The Camden Anchor Rockland Machine Co., 
Camden, Me., after six years of experiments, 
expect to place on the market in the very 
near future a carburetor that will also enable 
the automobile owner to use kerosene in place 
of gasoline. Other carburetor companies are 
making experiments along the same lines and 
expect to put out carburetors which will make 
use of kerosene before many months have 
passed. The Findeisen & Kropf Manufactur- 
ing Co., Chicago, manufacturers of the Rayfield 
carburetor, and the Zenith Carburetor Co., 
Detroit, expect results in the line of a kero- 
sene carburetor from experiments which they 
are carrying on at the present time. 

The statement of the air-friction company 
that users of their carburetor have had ne 
trouble because of excess carbonization or 
sooting in the engine should drive away the 
last doubt automobile manufacturers have 
urged against the use of kerosene in automobile 
engines. Even if automobile manufacturers 
hold off and refuse to accept the kerosene- 
using device is no reason why the oil trade 
should not take up the matter and determine 
just what there is in it. The oil trade needs 
a market for its kerosene and needs it badly, 
and with gasoline at its present stage, it will 
not take much pulling to urge the ultimate 
consumer to adopt kerosene at half the cost 
of gasoline. 


CLEVELANDER HAS A 

CARBURETOR THAT WORKS 

ON STRAIGHT KEROSENE 

With at least one appliance, invented by J. 
C. Lewis, proprietor of the Lewis Auto Livery 
Co., 1719 East 17th street, Cleveland, Ohio, 
common kerosene has proved to be a more 
than practicable fuel for automobile engines. 
Attached to an ordinary automobile engine his 
appliance has been put to a practical test and 
came through with colors flying. 

On the morning of Friday, January 31, 
Lewis spun the crank of a big touring car in 
his garage, the engine began to hum, and a 
moment later the car shot out of the garage, 
leaving behind it in the winter air the faint, 
elusive odor of burning oil. 

The fuel tank of the car contained nothing 
but common kerosene, purchased at a grocery 
store across the street from the garage at the 
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munificent price of ten cents a gallon. Not 
a drop of gasoline could be found in the car. 
\ll morning it sped along Cleveland streets, 
and when it returned to the garage, after 
overing 45 miles, the tank register showed 
the actual consumption of kerosene for the 
trip had been only four gallons, an average of 
letter than eleven miles per gallon. The same 
ar, running on gasoline at 17 cents tank 
wagon a gallon, averaged between seven and 
eight miles per gallon. 

Regarding his appliance Lewis is saying 
nothing. His invention, upon which he has 
been working eight years, is not yet patented, 
nd he is taking no chances of permitting it 
to slip out of his hands. Even the hood over 
the engine to which it was attached was locked 
to prevent prying hands from learning his 
secret. He willingly drew off a bottle of kero- 


sene from the engine and offered it with a 


smile to a scoffer who doubted that the tank 
really contained common lamp oil. The scoft- 
er smelled the bottle and ceased to scoft. 
For another Doubtful Thomas, Lewis started 
the engine with a turn or two of the crank. 
The engine picked up without a hitch. Lewis 
smiled some more, but said nothing. 
VAPORIZES THE OIL. 
One fact alone Lewis made known concern 


ing the appliance, is that it is in reality an 
auxiliary carburetor, or an adapter, used in 
connection with the regular carburetor. In the 
ar with which the tests were made, his in- 
vention was attached to a manifold in front 
of the regular carburetor, into which it fed 
the oil after it had been treated. In a sim- 
ilar manner it can be attached to any make 
carburetor with as much success, Lewis claims. 

Despite the many disadvantages under which 
Lewis worked in the tests already made, he 


maintains he has succeeded in overcoming the 


Vaporizes the 


\nother at least partial success on kero- 
sene is reported. A Hudson car equipped 
with several devices by a carburetor manu- 
facturer to permit the use of kerosene ran 
three months without a drop of gasoline in 
the tank. Common kerosene furnished the 
motive power exclusively, although without 
the total elimination of the offensive odor 
and smoke. 

The car in question, owned by an official 
of one of the best known carburetor com- 
panies in this country, was equipped with a 
standard carburetor made by his concern. 
To enable him to start on kerosene, a fine 
coil of heavy resistance wire was wound 
around the spray nozzle of the carburetor, 
and attached to the electric starting device 
of the automobile. The starting of the mo- 
tor turned a current of electricity into the 
coil, bringing it to a white heat, and vapor- 
izing the kerosene as it passed through the 
The air 
with which the kerosene was mixed was 
heated by being drawn through a jacket 
placed around the exhaust pipe. 


spray nozzle into the carburetor. 


In addi- 
tion, the mixture, as it passed out of the 
carburetor and before going to the engine, 
was driven through a volatilizer, or super 
heater, composed of a number of small 
tubes surrounded by an aluminum jacket. 
An intake from the exhaust pipe led the hot 
waste gas from the engine into the jacket 
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three objections which have up to the present 
time prevented the general use of kerosene as 
fuel for automobile engines, namely, the dif- 
ficulty in starting, the resulting offensive odor 
and heavy smoke, and the formation of dis- 
With- 


out a drop of gasoline in the tank, Lewis 


astrous carbon deposits in the engine. 


started his engine on the oil without the least 
trouble. Practically no odor or excessive 
smoke attended the use of kerosene in the trial 
trips. Regarding the widely expressed belief 
that the use of kerosene in automobiles means 
dirty engines and heavy carbon deposits, Lewis 
claims the engine of the car he used for his 
tests, although it had not been overhauled 
for a year, came back from the test trips as 
clean as though it-had just come from the 
repair shop, much cleaner in fact than when 
it started out of the garage. He maintains 
the use of kerosene cleans the engine as noth- 
ing else can, and keeps it so. 

The Royal car which Lewis used to test out 
his kerosene adapter is a heavy one no longer 
manufactured, and known among automobile 
experts as a “fuel eater.’ Moreover, accord- 
ing to Lewis’ statement, the adapter was not 
large enough for the car. With a larger 
adapter, suitable for the size of the car, he 


been able to make even more satis- 


would have 
factory results. Even if a more developed 
adapter made no better results, Lewis will 
equip the four Royal cars he owns with them, 
for the use of kerosene through the adapter, 
he claims, will effect a saving of $800 a year 
on fuel alone. 

Whether he will go ahead and develop his 
invention Lewis is not yet sure. His eight 
vears of experiments on the adapter have used 
If he is able to 
finance a company he will begin manufacturing 
the adapter in quantities. 


up all his available capital. 


Kerosene First 


and increased the temperature of the mix- 
ture passing through the tubes to a degree 
that made sure of volatilizing the kerosene. 
With the aid of these appliances, the car 
was run without a hitch for three winter 
months, with no one the wiser, as the ex- 
periments were carried on in secret. 

Using the same appliances in a light four- 
cylinder runabout the same man drove 42 
miles on a gallon of kerosene and gasoline 
testing 47 Baume. With straight gasoline 
he averaged about 25 miles with the same 
car. 


New York Garage Men 
Want 10 Cts. per Gallon 


New York garage men are letting out a 
loud outcry at the high price of gasoline 
and the fact that they can contract neither 
with the Standard nor the Texas Company, 
the New York Garage Association being 
a co-operative buying institution. 

Being unable to solicit any charity from 
either of these two oil companies, the Man- 
hattan auto scrubbers have publicly invited 
the Independents to step forth, challenging 
them that if they do not, in this hour of 
need, they should evermore hold their 
peace. Incidentally, the Independents are 


asked to sell gasoline at a “fair price” to 
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the garage man, in return for which the 
garage man guarantees to pay him a “rea- 
sonable” price. Kindly note that the S. O. 
Company was offered the business first, 
and that the attorney for the garage men is 
quoted as saying that “if” the Standard 
doesn’t sell them gasoline they will buy 
from the Independents. 

Aiding the garage men is the New York 
Herald, and crusading for the wealthy auto 
owner on such a matter as gasoline is about 
as close as the Herald ever gets to boost- 
ing for the common peepul. This paper is 
printing a lot of stuff daily on the subject, 
all emanating from the New York Garage 
Association. 

This garage keepers’ association has let 
out a lot of strong talk on “plans” to put 
a refinery on New York harbor and run it 
on Texas crude and supply all their mem- 
bership with gasoline cheap. So far there 
is no information as to their agents con- 
tracting or buying any crude, and as it 
would take about 18,000 barrels of crude a 
day—and better crude than straight Texas 
at that—to supply New York with its 
claimed consumption of 250,000 gallons of 
gasoline daily, the chances are the oil pub- 
lic in the Southwest would get some inkling 
of such a crude purchase, especially since 
the old pipe line companies yell now every 
time you take a few hundred barrels a day 
away from them. 

The outcry has invited the attention of 
some of the “high financiering” gentry of 
lower Manhattan and they are busy dan- 
gling several hooks before the eyes of the 
garage men, baited with promises of a new 
refining process and some unknown source 
for crude which will permit them to bless 
the benighted garage men with gasoline at 
10 cents a gallon laid down at the garage 
man’s Moor. 

Pity the poor garage men. According to 
their own statement they have been making 
ONLY ten cents a gallon PROFIT on 
gasoline in New York. The very idea that 
they may have to part with some of this 
velvet margin has outraged the 
men’s sensitive souls. 


garage 
They charged that 
the Standard just discovered this fact re- 
cently—how guileless they must think the 
Standard is—and is hot on the trail of that 
Now, the garage men re- 
luctantly declare that in order to keep the 
automobiles going in the city and to pre- 
vent their owners wrecking them far junk 


elusive dime. 


they have decided to cut this profit in two 
and charge only five cents a gallon net 
profit. 

Pity the poor garage men—five cents—30 
per cent net on a turnover 365 times a year. 


The Robinson brothers of Pittsburgh, who 
have the Riverside Oil Co., manufacturing 
natural gas gasoline, have organized the River- 
side Western Oil Co. to operate along the 
same lines in the Mid-Continent field. They 
will build extensive plants for extracting gaso- 
line from natural gas and also blending it 
for shipment. The capital stock is fixed at 
$750,000. General offices will continue in Pitts- 


burgh. 
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Sees Big Increase in Output _ 
Here of Natural Gas Gasoline 


By Frank P. Peterson. 

No definite statistics are ever immedi- 
ately available, but it is reasonably cer- 
tain that the yield of casing head gaso- 
line (natural gas condensates so classi- 
fied) will now reach 2,500 50-gallon barrels 
daily. I would credit about 1,500 barrels 
of this yield to the Pennsylvania, West 
Virginia and Eastern Ohio areas, giving 
the Illinois and the Mid-Continent and 
California fields the remaining 1,000 barrels. 

The significance of the above assump- 
tion is not to be overlooked whether it 
be statistically correct or somewhere near so. 

The writer made the prediction quite 
some time since that the recoverable con- 
densates from casing head gases and also 
from the tail gases or waste gases from 
refinery stills would be developed to an 
extent adding. one per cent to the total 
crude bulk produced and marketed. It 
seems now that this prediction is more 
likely to be within than without the pos- 
It appears that cas- 
ing head recoveries alone may be made 


sibilities of the case. 


In view of the 
fact that from 3 to 6 per cent of the crude 
is lost in the refinery, it seems most likely 


to reach the above figure. 


that an appreciable amount of this loss is 
in light vapors which may be recondensed 
under proper treatment. 

The development of this detail of refin- 
ing is limited at the present moment, con- 
sequently there is not much available data 
as to the percentage of waste gases which 
may be reduced to condensates which may 
be handled by absorbing them with the 
fractions. From information 
gathered in investigating the possibilities 


gasoline 


of this matter it is certain that no refinery 
of any magnitude can neglect the saving to 
be effected by stripping the tail gases of 
the heavy vapors that can be condensed. 
Their value is in no wise comparable to 
that of coal for firing stills, since the 
value of one gallon of gasoline will pur- 
chase more than twice its heating value in coal. 
MUST GET MORE “GAS.” 

There is no question but that the world 
at large may expect that all sources for 
the production of petroleum or any of its 
fractions will from this time forward be 
workedealong lines seeking the maximum 
quantity and the maximum efficiency in 
its handling with a minimum of wastes at- 
tending. 

The present moment sees New York, 
Pennsylvania, West Virginia, Ohio, Illinois, 
Kansas, Oklahoma, Colorado, California, 
and Peru, S. A., contributing condensates 
from natural gas to the gasoline market. 
A test plan is exploring the producing 
regions of Galicia and Roumania with most 
promising prospects. 

We have been three years reaching the 
stage of development that now prevails in 
the Eastern United States areas and that 
development now takes a fully recognized 
place in the ranks of the oil producing in- 
dustries. We may say for the eastern 
United States area that it has reached the 
adult stage, and only as we develop new 


areas, or go into more careful investigation 
of the old properties becoming promis- 
ing in the face of advanced values, have 
we much further development work. It is 
appropriate to say that many of the here- 
tofore questionably productive gases now 
get promising attention because of the ad- 
vanced prices for the product and also be- 
cause of the advancement, thanks to per- 
sistent research work of the Bessemer Gas 
Engine Company, in methods available for 
more intensive and efficient recovery. It is 
gratifying to anticipate that no small por- 
tion of the future yield is to come from 
what we have been pleased to term semi- 
dry gases. 

And until the last few months the vast 
resources available for recovery of the 
liquefiable gases proper had had the pass- 
ing thought only of all but the most op- 
timistic and painstaking scientists. 

This really new phase of the industry, 
not owing historical inception to the col- 
lection of “drips,” has all the difficulty to 
overcome of introducing itself favorably to 
a public whose wasteful propensities often- 
times make it oblivious to the sweetness of 
the meat until cracked over the head with 
the picked bone. 

As to what we may look forward to in 
this connection three years, or five years 
hence, it requires no great stretch of the 
imagination to see that no gases capable 
of being worked for gas condensates will 
be allowed to escape to waste or to go, 
untreated, to cheap fuel consumption. The 
greatest significance that this prediction 
has is that the consumer of gasoline will 
be enabled to use all the petroleum frac- 
tions down to at least an ordinary grade of 
illuminating oil. The writer does not stand 
alone in this prediction, many refiners hav- 
ing expressed the same thought. The ex- 
pression is usually modified by an admis- 
sion of a personal fear to make the break. 
But that this line of economic utility must 
come and come rapidly is only logically 
certain. 

The present moment sees a greater activ- 
ity than has ever existed in determination 
to make the best uses of the resources 
which the oil producer commands. 


REFINED PRICES DO 
NOT FOLLOW CRUDE 


According to private reports received by 
this paper from a hundred jobbers, the reports 
being dated by them as late as February 10th, 
there have been no advances in the consumers’ 
markets following the many big advances in 
the crude markets. The last advance gen- 
erally effective was the forepart to the middle 
of January when refined oil and the gasoline 
tank wagon market went up a half to a cent 
a gallon. There have been some reports of 
some decreases in the markets, presumably 
where local competition has been a little too 
severe. In central New York State the Stand- 
ard, it is reported, has levelled its gasoline 
price to the wholesale price at which it had 
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been selling the garages. Jobbers report that 
kerosene and the gasoline tank wagon markets 
since the first of February, are at the actual 
cost of the oil to them, even in some cases 
not including the jobbers’ own distributing 
and operating cost. The eastern jobbers who 
have to depend upon Pennsylvania kerosene 
are particularly hard-pushed in that the kero- 
sene costs the refiners 6 cents a gallon for the 
crude alone, and the average jobber’s market 
in the east is from 7% to 9 cents. 

Probably the wrost feature that the eastern 
Independent refiners have to contend with is 
the export market which still stands at 4.80 


cents for Prime White and 5.80 cents for 
Water White F. O. B. New York, and as the 
refiner has to absorb the pipe line charges to 
New York, this export oil stands him a dead 
loss of 2 cents a gallon for the cost on crude 
alone. The export market has not changed 
in many months and these refiners are forced 
to sell upon it through a contract they have 
for export oil with the Pure Oil Company, 
which company in turn is under contract for 
ten years to the German-American Petroleum 
Company, a Standard Oil subsidiary in Ger- 
many. 

Refiners have reported good demand for lu- 
bricating oils from abroad where the Stand- 
ard has advanced the consumer's price on 


those products. 


OKLA. PROBE PRICES 


The Oklahoma Corporation Commission 
February 12th began an investigation of the 
marketing of petroleum and its products, and 
the prices asked of the consumer in that state] 
The investigation was held at Oklahoma City 
and all the refiners and marketers of petro- 
leum in the state were subpoenaed. The Com- 
mission’s inquiry covers—whether or not any 
one or a combination of persons have a mo- 
nopoly on the sale of oil in the state; how the 
price of Oklahoma crude compares with crude 
prices of other fields, and also the comparison 
of the refined products from the different 
crudes; the commission wants to know the 
average cost of refining or manufacturing 
1,000 barrels of crude oil; what the various 
products are that are made from Oklahoma 
crude, the prices now received for those 
products and the cost of distributing them. 
The Commission also asks if refined oil and 
gasoline are advanced one cent a gallon, how 
much per gallon should the crude oil be ad- 
vanced. 


WILHOIT TO REFINE 


To insure his supplies E. M. Wilhoit, inde 
pendent jobber of Springfield, Mo., with sta- 
tions at St. Joe and Joplin, Mo., is building a 
Mr. Wilhoit will refine 
Oklahoma crude, which he will ship to the re- 
finery in tank cars. The plant is a small one, 


refinery near Joplin. 


he having placed orders for two 350 barrel 
stills, as it is Mr. Wilhoit’s intention to con- 
tinue his purchases from other refineries. Mr. 
Wilhoit has incorporated the refining company 
for $40,000 capital stock fully paid up. He is 
president, and Mrs. Wilhoit, secretary and 
treasurer. Associated with Mr. Wilhoit in the 
refinery is W. A. Smith, of Chanute, Kan., 
an old refinery superintendent. Mr. Wilhoit 
has also incorporated his jobbing business 
under the name of the E. M. Wilhoit Oil 
Co., with capital stock of $103,000. 
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Premiums Stop—Producers Drop Independents 


Now that the last advances in the crude oil 
market due to the persistent buying compe- 
tition of the independent refiners, have wiped 
out the premium that those refiners paid the 
producer, many of the producers, according 
to reports from several of the fields, are 
promptly returning to the ex-Standard Oil 
lines. This is the most serious mistake that 
the oil producer can make as it means that 
the market will stop advancing because for 
the first time in years we have had the Stand- 
ard Oil Company actually bidding for the 
oil, to wit, putting up the prices so rapidly 
that every one was dazed. 

rom time immemorial in the oil business 
the oil producer, for some unknown reason 
that is not defensible by any logic or good 
| policy, has endeavored to force the 
Standard Oil Company to advance its prices 
vetting the independent refiners to pay 
a premium instead of diverting all the crude 
he could from the Standard’s lines to the 
Independents’ lines for so long as the Inde- 
pendent refiners either by the demands for 
premiums or other causes buy only a small 
part of the crude, the big buyer of crude will 
be the Standard who will dominate the market. 

When the Pure Oil Company advanced their 
premium from 3 to 7 cents a barrel last 
\ugust the producers began to clamor to sell 
the Pure and so many of them switched over 
that the ex-Standard Oil lines forsook their 
policy of years and agreed to deliver credit 
balances to Independent refiners rather than 
advance the market—pay a premium on the 
whole field. This, however, did not keep the 
crude on their lines, so that we have had 
a wonderful price advance in the Pennsylvania 
field since then. 

There is a limit to which the Independent 
refiners can go in the payment of premiums, 


as they are limited to the highest priced oils 
in the country, long freight hauls and high 
transportation costs in delivering to the mar- 
keters, and where the bulk of the Standard’s 
output is from crudes that cost less than one- 
third as much as Pennsylvania crude, the In- 
dependent refiners must guard the margin, 
which today is narrower than it has been in 
years. 

So that when $2.50 was reached as against 
88 cents for Oklahoma crude the Independent 
refiners found it necessary to stop paying pre- 
miums. With the Pure Oil lines abandoning 
the premium, reports came of several pro- 
ducers going back to the National Transit 
Company lines. 


During the past month we have another 
illuminating instance of the effect of compe- 
tition on behalf of the producer, the burden 
being carried by the Independent refiners. C. 
B. Shaffer of Chicago sold his Illinois hold- 
ings within a month after the National Re- 
fining Company had put its lines into his prop- 
erties, at a reported price of $1,000 a barrel. 
The story is that Mr. Shaffer fixed this ex- 
horbitant price for his properties without any 
idea that the Ohio Oil Company would ac- 
cept, but the Ohio snapped it up and at once 
ordered the National Refining Company to 
disconnect its lines. When the same Inde- 
pendent company connected to the leases of 
the Hoy Gas & Oil Company near Lawrence- 
ville, Ill. in September, the Ohio promptly 
stepped in and paid a big price for the prop- 
erties. 

The producer should bear in mind that it 
is only when the Independent refiner gets the 
oil that the Standard wants, that the Stand- 
ard comes in and pays a fancy price for the 
oil or the production. 


Fight Rate Boost In Kansas 


Oil jobbers and refiners of Kansas have 
been asked to attend a meeting at the Bal- 
timore hotel, Kansas City, March 1, to plan 
ways and means of defending the state’s 
distance tariffs on oil against the attack of 
the Santa Ke Railroad, supposed to be rep- 
resenting all the roads of the state. 

Officers of all three of the Independent 
oil associations of the country will attend 
the meeting, as the fight is thought to be 
the beginning of an effort to defeat similar 
rates in other states and to put up oil rates 
generally. The meeting will start at 10 
a. m. 

The situation in Kansas is very serious, 
more so than can be shown in print. With 
the incoming of a new governor, succeeding 
Stubbs, the enemy of the roads, has come 
a new railroad commission, which, with all 
due respect to the members of the commis- 
sion, has been dubbed by some of the wits 
at Topeka as the “Santa Fe Commission.” 
It is generally reported at Topeka that one 
of the members of this commission at one 
time was an attorney for the Santa Fe, and 
another is said to have had some relation- 
ship with that road or with some of its 
employes, either by blood, marriage or 
financially. This is not printed to cast any 


aspersions on the gentlemen in question, 
but to call attention to their probable state 
of mind, at least the state that has appeared 
to date. 

Whether the commission has taken any 
action on the matter or not is not known, 
but up to recently it had made no arrange- 
ments for any very enthusiastic opposition 
to the Santa Fe’s suit, according to all re- 
ports. 

The further fact in the situation is that 
Federal Judge Pollock will try the case. 
This judge has been the object of consider- 
able criticism in the past and of reports 
that effort would be made to bring him to 
the attention of Congress. He can hardly 
be said to be “in tune” with today’s spirit 
concerning the courts of this country. 

STATE MAKES ANSWER. 

W. E. MacEwen, traffic manager of the 
National Refining Company, which has its 
largest refinery at Coffeyville, Kans., and 
which company is a party defendant to the 
injunction suit, went to Topeka last month 
when the case was set for answer. Mr. 
MacEwen, on behalf of the Independent 
oil men of the state, conferred with the 
state officials and then co-operated and col- 
laborated with John S. Dawson, attorney 
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general of Kansas, who was re-elected to 
that office last fall, in preparing the state’s 
answer to the petition of the Sante Fe. 

Attorney General Dawson submitted a lot 
of facts in his answer, instead of contining 
it to a formal denial of the railroad’s alle- 
gaiions. Mr. Dawson insisted that the road 
was not telling the truth when it charged 
that the state rates interfered with inter- 
state rates, for, he said, the road well knew 
that state rates were not considered at all 
in making interstate rates. 


ROSS WITH NEW CO. 


Loyal IF. Ross, who, for many years has 
been one of the prime movers in the steel 
barrel industry, has left the American Steel 
Package Co., of Defiance, O., to go with the 
Toledo Steel Barrel Co. as vice president and 
manager of sales. This new company is 
financed by Chicago capital, the stock issue be- 
ing for $300,000. Mr. Ross, it is understood, 
has an interest in the company. The com- 
pany’s plant is located at Toledo, O., where 
it makes a bilge steel barrel and a full line of 
drums. The barrel is of new construction en- 
tirely. Mr. Ross’ headquarters, for the present 
at all events, are in Toledo. 

That Mr. Ross is not overlooking any bets 
is shown by the fact that he and Guy Schouler, 
manager for the Union Petroleum Co., at Chi- 
cago, have staked a thousand dollars each on 
whether or not Mr. Ross can get a steel bar 
rel around the world by June 1. The barrel 
was started from Chicago February 7 and 
turned over to the Wells-Fargo Express Co. 
It will move westward. The end of its journey 
is to be Cleveland, and Mr. Ross believes it 
will be in Cleveland in plenty of time for the 
wager being decided by his many friends who 
will attend the annual meeting of the I. P. M. 
\. at Cleveland in June. The barrel is being 
shipped filled with oil, and contains 56 gal- 
lons; the total weight is 555 pounds. 


C. D. Chamberlin, general counsel of the 
National Petroleum Association, C. L. Suhr 
of the Germania Refining Company at Oil 
City, Pa. and W. D. Richardson of the Sa- 
pulpa Refining Company of Sapulpa, Okla., 
returned to this country February 12th after 
appearing before the special committee of the 
Reichstag in Germany, where they submitted 
arguments and evidence showing that the In- 
dependent refiners of this country have the 
capacity to supply Germany with its wants in 
kerosene. 

With their arrival in this country came a 
cable from Berlin saying that the Reichstag 
committee had reconsidered its action by 
which it had voted according to press des- 
patches, disapproval of the government sub- 
letting a monopoly on kerosene. The second 
action is credited to the arguments presented 
by the Independent refiners of this country. 


Mr. Chamberlin reports that the German 
officials showed great interest in whether the 
pipe lines will be made common carriers in 
fact, and for the future of the oil business, 
should or should they not be made common 
carriers. 
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Standard Oil in England Puts 
Up Prices On Lubricating Oils 


BULLETIN. 


It was announced January 23rd, that 
the Anglo-American Oil Company, Lim- 
ited, as representing the Standard Oil 
Company, had further advanced the 
prices of lubricating oils for spot and 
forward delivery by twelve shillings and 
sixpence per ton. The advance comes 
into effect immediately, and will be fol- 
lowed by a similar movement on the 
part of the Scottish mineral oil com- 
panies. This is the third advance of a 
similar amount in lubricating oils with- 
in three months. As compared with 
twelve months ago, prices are approxi- 
mately three pounds ten shillings per 
ton higher, this being entirely attribut- 
able to the increasing demand. 


OUR LONDON LETTER. 


(By Special Correspondent.) 
LONDON, Feb. 1.—The big local topic in 


England is the agitation for cheaper gaso- 


line. There are now two companies in the 
ield furthering a co-operative purchasing 
idea. One, the Motor Owners’ Petrol Com- 


bine, whose shares and debentures total 
5,700,000 pounds proposes to establish and 
yperate a refinery in England as well as 
icquire wells and mining rights. Wherever 
Shell and Pratt’s motor spirit are stocked, 
this company would also put in a special 
brand. The other concern, the Petrol 
Users and Traders’ Supply Society, will 
draw its supplies from Roumania. Every 
member is to have a call up to 20 gallons 
of gasoline annually at a maximum price 
of 22 cents a gallon plus duty (28 cents 


in all) for every share held. This latter 
company is alleged to hold a contract with 
a Roumanian syndicate to supply it with 
any quantity up to 10,000,000 gallons dur- 
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ing the present year with increased quan- 
tities in the following years. The London 
taxicab strike, which has broken out be- 
cause the drivers refuse to allow their em- 
ployers to charge them an increased price 
for gasoline, still persists. Six thousand 
cabs have been idle since January Ist. 

The various shipments of petroleum prod- 
ucts to the ports of the United Kingdom 
during December amounted to 27,179,090 


SUPERIOR OIL WORKS 


(LTD.) 
WARREN, PA. 


Refiners of Pure Pennsylvania Petrofeum 


UNITED REFINING COMPANY 


WARREN, PA. 
Refiners of Independent Tiona Crude Only 
MANUFACTURERDSD UF 


All Grades of Gasolene, Naphthas, Illuminating Oils, Neutrals, Engine 
Oils, Filtered Cylinder Stocks, Wax, Black Oils, 
Fuel Oil, Etc. 


FRICTION, LUBRICATION, FATS and OILS 


By E. F. DIETERICHS, 
Member National Association Stationary Engineers and Life Member 
Franklin Institute, Philadelphia, Pa. 


It's a condensed, practical, thorough and comprehensive study of the subject, giving processes of man- 
ufacture, refining, formulas, tests and uses. 


PRICE $1.25 
Address, E. F. DIETERICHS 1699 East 82nd St., Cleveland, Ohio 


OIL SOAP 


bring you trade. 


If you are looking for quality we have it. 


CUTTING COMPOUNDS 


Our goods satisfy your customers and 


Ask us for samples and prices before placing your orders. 


THE PHOENIX OIL CO., Cleveland, O. 


(THE HOUSE OF QUALITY) 


BRITISH LIANOSOFF WHITE OIL CO. Ltd. 


Head Office, 28 Avenue de Keyser 


S an Independent Concern importing by Tank steamers, cargoes, Benzine, Benzol, Illuminating 
oils, Gas oils, Diesel oils, Lubricating oils, liquid fuel and crude oil, disposing of very important 
tank storage and of the finest distributing organizations at Antwerp, Zeebrugge, London, Rotterdam, 
Amsterdam, Rouen, Dunkerque, Port St. Louis du Rhone (near Marseille), having offices in Antwerp, 
Brussels, London, 11 Pancras Lane; Amsterdam, 133 Singel; Paris, 40 Rue Blance; 
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gallons, as compared with 36,305,040 gal 
lons during November and 40,355,270 gal- 
lons during October 
WAX VALUES ADVANCE. 

rhe hardening tendency apparent in par 
atin wax values for some time past has 
culminated in the announcement of an ad- 
vance of half a cent per pound for spot 
delivery by the Anglo-American Oil Com- 
pany, the British representatives of the 
Standard Oil Company. The company last 
made the same advance in April. As on 
previous occasions, the Scottish mineral 
oil companies will doubtless issue revised 
quotations as early as possible, and in all 
probability no further wax for spot delivery 
will be sold below the new level. The Scot- 
tish companies now produce fully 28,000 
tons of wax per annum It may be re- 
called that when prices were last revised 
the “fall” clause was eliminated from for- 
ward contracts, so that consumers who 
bought in advance knew that that was the 
figure they would have to pay \merica 
1s the largest producer of wax, with an 
output of, roughly, 100,000 tons per annum, 
and the Standard Oil Company now, as for 
many years, practically makes the world’s 
prices \ few years ago the market was 
badly upset by the sudden appearance ol 
Galician refiners as large producers of wax, 
but the declining output of oil in that field 
has greatly relieved the tension, so that it 
is very probable the old tacit agreement 
which subsisted for many years between 
the American and Scottish producers for 
the maintenance of prices in this market 
may again become effective. Russian re- 
finers are not producers of wax to any ex 
tent 
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PAMPHLET URGES STATE 
CONTROL. 

\ pamphlet, which may have a consider- 
able influence on the final decision in the 
matter of the big Djambi oil fields has been 
published. The pamphlet, under the title 
“The Djambi Petroleum Concessions,” was 
written by E. Deen (managing director of 
the Perlak Petroleum Company, one of the 
chief subsidiaries of the Royal Dutch-Shell 
combine) 

Mr. Deen argues that the state should 
give no special protection to the Royal 
Dutch Company’s monopoly. The best so- 
lution would be not to grant any conces- 
sion at all, but to have the fields worked 
for the benetit of the state. In the last 
ten years matters have changed a _ great 
deal, liquid fuel and motor spirit having 
become of much more importance than il- 
luminating oil and being at the same time 
much easier to handle The Djambi oil 
contains 20 to 25 per cent motor. spirit. 
These products might be sold by the state 
in one of the harbors of the Dutch Indies 
or in Amsterdam, and competition between 
the consumers would, no doubt, enable the 
state to sell the whole "production at good 
prices. The sale of liquid fuel by the state 
in the Dutch Indies at moderate prices 
would, moreover, give a large impetus to 
the use of this material \s to illuminat 
ing oil, this might be sold either to the 
Royal Dutch, the Standard Oil Company, 
or other parties, after the state had ex- 
tracted the motor spirit, and if there were 
no refineries capable or willing to pur- 
chase this oil at satisfactory prices the oil 
might be sold by the state as liquid fuel. 


This would have the advantage of breaking 
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the monopoly, enabling the state to mak: 
important profits without going into intri 
cate commercial dealings, and, at the sam 
time, to keep the oil fields in the hand- 
of the state, instead of disposing of then 
to foreign capitalists. 

The Royal Dutch-Shell group has just 
promoted a new petroleum company in 
Mexico, called La Corona, with a capital o: 
5,000,000 guilden fully paid up. 

Negotiations for the formation of a new 
cartel among Austrian petroleum retineries 
are about to be resumed. Several members 
of the prospective cartel have suggested an 
increase of price as a basis for a _ fres! 
understanding. Owing to the continuous 
scarcity of crude oil—the production 
which for 1912 is calculated at 100,000 rai! 
way trucks, against twice this quantity 
when the production was at its height—th« 
\ustrian refineries have further raised the 
price to 36 kronen. 

BOARD PROTESTS HANDICAP. 

At the plenary sitting of the Board « 
the National Association of Galician Crud 
Oil Producers on December 16th, it was re 
solved to energetically protest against the 
recent attempt of the finance authorities to 
handicap the industry with enormous bur 
dens by the subsequent calculation of the 
contract fees according to the royalties 
(which action would threaten the crude o1] 
industry in the highest degree), to create 
a special committee in the offices of the 
association, and to ask the whole of the 
producers to put themselves into communi 
cation with this committee. Special deputa 
tions, both in Lemberg and Vienna, will 
make energetic representations regarding 
this to the authorities concerned. Upon 
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MILLER’S OIL REFINING WORKS 


PENNSYLVANIA PETROLEUM AND ALL ITS PRODUCTS , 


Refined Oils, Gasolines, Naphtha 


Cylinder, Engine and Dynamo 


Cor. Washington and Preble Aves., N. S. Pittsburgh, Pa. 
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Established 1862 (A. D. MILLER’S SONS CO.) 


Producers and Refiners of 


Capacity, 7,000 bbls. 
per week 


All Grades of 


Celebrated Brand ‘‘OLYMPIA’’ 
Steam refined cylinder stocks, 600, 635, « 
650 and 680 fire test = 
“OLEINE” 49-50 Gravity 150 Lamp Oil 
“KEYSTONE” Gasoline, 60, 65, 68, 70 
“PERFECTION” Gasoline, 
72, 74, 76, 86, 88 
Pale Viscous Neutrals—high fire test 
and viscosity 
“R” INVINCIBLE Auto Cyl. Oil 
OILS “BRIGHT LIGHT” Miners’ Wax 


HIGH GRADE AUTOMOBILE OILS AND GREASES 
Main Office and Works: 


Lubricating Oils and Greases 
Cup, Journal and 
Sponge Grease 


Leader Refining Company 


REFINERS OF PETROLEUM 


WE SOLICIT YOUR INQUIRIES FOR 


PIONEER BRAND 


Gasolines, Naphthas, Burning Oils, Gas Oils, Fuel Oils 


AND 


ILLINOIS STEAM REFINED GREEN STOCKS 


WE ARE THE PIONEER REFINERS IN ILLINOIS 
Refinery and General Offices: 


CASEY, ILLINOIS 


German American Car Company 


TANK CAR | 
BUILT 


FRICTION 
ANCHORAGE 
TANK CAR 


Builders of Tank Cars Exclusively——For Sale or For Lease 
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CHICAGO 


27 
lak« 
tity 
_the 
the 
i 
| | 
FINEST 
| 
| 
q | | 
| 
| 


the motion of the president, the manage- 
nent were authorized to make prepara- 
tions for the founding of a Naphtha Bank 
in connection with the National Associa- 
tion 

Under date of January 18th, your corre- 
spondent learns from Austria that the Lem- 
vere oil market exhibited renewed activity, 
the spot price for crude oil advancing to 
) kronen and for contract to 9 kronen 30 
heller, establishing a new high record. It 
is expected that in a few days negotiations 
will be commenced between the retineries 
ind the fiscal administration for release of 
the large reserves of crude oil held by the 
tate authorities. This step, it is predicted, 
will assist in putting a stop to the present 


In Government circles the fev- 


novement 

rish upward tendency is ascribed to specu- 
itive manoeuvres. The Minister of Com- 
nerce has energetically protested against 


to 36 kronen by the refineries, 


-tatine that, in his opinion, any advance be- 


NATIONAL PETROLEUM NEWS. 


yond the limit of 35 kronen, if effected 
without special authorization, constitutes 
an illegal act. 

There has been a good deal of interest 
in London recently in the shares of the 
British Burmah Petroleum Company, and 
various rumors have been in circulation 
suggesting that the company is likely to 
come under the control of either the Shell 
group or the Burmah Oil Company. A 
letter from Rangoon, where the shares are 
largely held, states that the Shell com- 
pany had acquired 50,000 shares during 
mail week, while two prominent members 
of the native mercantile community of 
Bombay have bought nearly 40,000 during 
December. London purchased 10,000 shares 
on the Rangoon market, and the huge stock 
of six of the big speculators at that cen- 
ter who have previously dominated the 
situation has been almost absorbed. This 
means, of course, that their influence will 
in future be very small. 


California Produces Eighty-nine 
Million Barrels During 1912 


(By Special Correspondent.) 
LOS ANGELES, Feb. 5$.—California’s 


et prod n for 1912 was 84,601,565 barrels, 
il consumed in the field as fuel in develop- 
ent 5,000,000 barrels; total gross produc- 

89.601.565 barrels. Net production for 


911 was 78,849,700 barrels, and for 1910 74,- 
<50,000. Shipments for 1912 were 77,187,771 
rrels. for 1911 67,325,699 barrels, increase 
> barrels in 1912. Surplus of produc- 


n over shipments in 1912, 7,414,791 barrels, 


»S02.07 
in 1911 11,116,392 barrels. Storage on Decem- 
er 31, 1911 was 40,258,146 barrels, on Decem- 

er 31, 1912, 47,552,392 barrels, increase 7,294,- 
46 barrels. These figures undoubtedly show 
that California has beaten the world’s record 
for production, that of Russia when Baku was 
it its very highest mark. 

PROGRESS IN REFINING. 

That California is rapidly entering upon an 
entirely new era in the handling, marketing 
and utilization of oil is becoming more evi- 
dent each day. The old ideas that most of 
the state’s product was comparatively useless, 
except for fuel, asphalt and road oils is dead, 
the idea that the natural crude was the best 
fuel and road maker, and that the refinery 
residuum was in every way inferior for these 
purposes. 

For years these fallacies were generally ac- 
epted, despite the fact that the Standard sold 
residuum almost exclusively as fuel, as did the 
Union and the smaller refineries, and the con- 
sumers who used it were satisfied and hought 
more; also despite the fact that naiural crude 
has been condemned as fuel in favor of the 
prepared product in every other part of the 
world. 

The continued increase in the demand for 
refined products, the consequent increase of 
the Standard’s refining capacity with its in- 
evitable increased output of residuum to com- 
pete in the fuel market, the enlarged produc- 
tion of higher gravity oils and the introduc- 
tion of three er four new processes for the 
topping of crude at the well, have combined 
to effect a complete revolution in this regard, 


ind today every producer is considering the 


matter of refining or partially refining his oil. 
I. P. A. WILL ERECT’ REFINERY. 
The Independent Producers’ Agency has de- 

ided upon this course and will erect a plant 


near Port Harford, the tidewater terminus of 
the Producers’ Transportation Co.'s pipe line, 
The first unit will be a “topping” plant to cost 
$10,000, with 5,000 barrels capacity. This can 
be increased, or by the addition of laboratories 
made into a complete refinery for the manu- 
facture of all kinds of illuminants, lubricants, 
gasoline, naphthas and other light distillates. 
It is likely that one cut only will be made to 
take off the light properties, and these will be 
sold to the Union and shipped to Oleum for 
further distillation. The Union already has a 
“topping” plant at Port Harford that treats 
the Santa Maria oils, and the “tops” are taken 
by boat to Oleum. Some gasoline is made 
on the ground for local consumption. About 
8,000,000 barrels of crude in storage will first 
be treated. 
KEROSENE RETURN CARGOES 
SOUGHT. 

The Asiatic Petroleum Co. is seeking re- 
turn cargoes of kerosene for its ships bringing 
gasoline from the Orient. It is possible a bar- 
gain may be made for the Agency’s output. 
Independent refiners have been approached, but 
no contracts have been made so far as learned. 
This demand for kerosene return cargoes is 
the first opportunity Independent refiners, in- 
cluding the Union, have had to sell in the 
Orient. During 1912 illuminants to the amount 
of 91,403,192 gallons, valued at $3,933,930, were 
shipped to foreign countries from San Fran- 
cisco, all Standard goods and about 80 or 85 
per cent going to China and Japan. Of the 
American oil trade with these two countries, 
California supplied approximately 25 per cent 
to the former and 60 per cent to the latter. 


In 1911 California’s exports of illuminants 
were 78,228,087 gallons, valued at $2,681,093, 
and in 1910, 30,256,304 gallons, valued at $1,- 
193,010. Not a gallon of this came from In- 
dependent refineries. 

The General Petroleum has broken ground 
for a Trumble refinery, or “topping” plant, 
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with a capacity of 20,000 barrels daily, at Ver- 
non, just outside of Los Angeles. This is one 
of the new inexpensive systems that have 
come into great favor during the last two 
years for “topping” in the field, as well as 
cleaning oil of water and impurities. In Cat 
Canyon, at Santa Maria, the Santa Maria Oil 
Fields, Ltd., is operating a complete refinery 
built on this plan, the first of its kind primar 
ily intended for making asphalt and road oil, 
but manufacturing all other by-products. 

At Bakersfield the Phoenix refinery has 
added to its old style stills a continuous process 
plant, similar to the Trumble system, for the 
purpose of cleaning and partially treating the 
crude which is then run into the old style 
stills for finishing. The result has been a 
doubling of the refinery’s capacity at a fraction 


( 


f the cost for similar equipment of the old 
style. Some think this combination will be 
the solution of the cheaper refining and manu 
facture of by-products in California. 

The Associated has broken ground for its 
long delayed refinery at Port Costa on San 
lrancisco Bay. It will be built for general 
refinery purposes, although at first its actual 
output may be limited to gasoline and a few 
of the more readily salable distillates. The re 
finery has been hastened to meet the heavy 
competition of the Standard’s residuum, as well 
as the continual increasing proportion § of 
lighter oils being handled. 

All over the state there has been a marked 
decline in the price of gasoline. In Los An 
geles it now sells for 15 cents a gallon against 
20 ninety days since. The increase in the 
output of gasoline made from casing head gas 
is blamed for the decline. About 5,000 gal 
lons daily of this are disposed of in Los 
Angeles and vicinity, and when blended this 
makes about 12,000 gallons for the market. 

NEW FIELD IN VENTURA. 

At Santa Susana, Ventura county, a new field 
is being developed of 37 gravity oil at depths 
from 250 feet down, the extent and possibili- 
ties of which are entirely matters of guesswork. 
Several companies are at work and a French 
syndicate has acquired a large tract. A num- 
ber of shallow wells drilled years ago and shut 
in had been re-opened, and a new one yielding 
about 35 barrels daily completed. The oil is 
the highest grade ever found in the state and 
runs very high in lubricants, a quality lacking 
in most California oils. Los Angeles refiners 
pay $1.50 per barrel for the small quantity 
produced. 

GOVERNMENT AFTER 6&. P. 

The government has filed its important suit 
against the Southern Pacific R. R. to test its 
right to its oil lands on the ground that the 
Congressional grant expressly excluded 
mineral lands as the patents contain a clause 
reserving all mineral rights to the government. 
About 500,000 acres are involved in this first 
suit, others will follow. 

Another suit has just been filed by the gov- 
ernment against locators of 160 acres at Mari- 
copa, to test the validity of President Taft's 
first order withdrawing the land from entry in 
September, 1909. Surrender of the land, an 
accounting of the oil taken out and the appoint- 
ment of a receiver for the property are asked 
on the ground that location was made and 
development commenced after and in viola- 
tion of the withdrawal order. A similar suit 
involving identically the same questions is to be 
prosecuted. in Wyoming. 
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Many Will Drill Because of Good Price 
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Producers Pian Extensive Campaign In Old Penn: 
sylvuania Fields to Get That $2.50 a Barrel 


(By Special Correspondent.) 

BRADFORD, PA., Feb. 10.—With Penn- 
sylvania crude worth $2.50 a barrel, the pro- 
ducers and others are inclined to think that 
the soaring has finished. On May 18, 1895, 
the market was $2.60 a barrel. 

The continual advance of the crude market 
and the stationary condition of the refined 
market has caused all kinds of rumors and 
stories. The report is that the advance of 
Pennsylvania is aimed at the Independent re- 
finers, among others, the company that is at 
present engaged in the erection of a refinery 
at Eldred, Pa. It was understood that the 
Eldred company had contracts for a large sup 
ply of crude oil from the Bradford field. 

Producers who saw the price advance five 
times in one week—each time seven cents a 
barrel—have commenced to think that some- 
thing is wrong. 

Whatever the motive of the Standard Oil 
Company in advancing Pennsylvania crude, 
there is no doubt of a boom being started in 
Bradford and the entire Bradford field. Old 
wells are to be cleaned out and set to pump- 
ing. Many new locations have been selected 
for wells and the early spring will witness a 
great revival in operations in this section. The 
high price of crude is already having its effect 
upon the general business of the city and the 
merchants already feel the stimulating effects of 
high priced oil. Already oil operators who 
went to the far west and to the Illinois and 
Oklahoma fields, are showing a tendency to 
return to the Bradford field. The drillers are 
making arrangements to have a busy season 
as soon as the weather will permit drilling. 
Tool dressers and others are in demand now 
and will be more so as the season advances. 
Some producers of crude oil who have had a 
few wells, are planning to double their num- 
ber and their production. 


PRODUCE 5,000 BBLS. 

At the present time there is a production of 
about 5,000 barrels of Pennsylvania oil a day 
in Bradford. This gives a revenue of $12,000 
to $15,000 a day not including the production 
of other fields held by Bradford producers. 
If the price of Pennsylvania crude oil remains 
at an average of $2.25 a-barrel during the year 
1913, it will mean an increase in revenue for 
Bradford producers over the year of 1912 of 
$1,500,000. 

Ex-Senator Lewis Emery of this city, has 
furnished The News with some figures show- 
ing the value of Pennsylvania crude in 1895 
as compared with that of 1913. 


1895 1913 

April 6 $1.10 Jan. 4 $2.00 
6 2.05 

8 1.20 27 2.12 

9 1.27 28 2.19 

10 1.35 

11 1.50 Feb. 5 2.50 

12 Good Friday 

13 1.75 

14 Sunday 

15 2.00 

16 2.25 

17 2.50 


1s 2.60 
19 2.40 
20) 2.25 
2 Sunday 
22 2.10 
30 2.00 
May 1 1.90 
2 1.80 
3 1.70 
1.60 


There is no let up to the oil boom in this 
field. On every hand is seen activity. Manu- 
facturers of drilling tools are busy, Drillers 
are in great demand and they are reminded 
of the early 80’s when Mother Earth smiled 
and filled the pockets of so many with green- 
hacks. There is a revival of the demand for 
oil-producing properties and nearly every day 
a deal is made at a good fat compensation. 

FIELD WORK. 

The Oswayo Oil & Gas Company has com- 
menced to drill No. 32 on the Driscoll farm 
at Sartwell, Pa., which territory is showing 
up well. 

George H. Webb’s No. 29 on the Walker 
farm at Garlock, Pa. has been completed 
and is good for three barrels a day. Mr. 
Webb’s No. 8 on the LeBarron farm in the 
same territory is good for two barrels a 
day. 

Mallory & Company have completed well 
No. 2 on the Clare farm at Allegheny, and 
have a four-barrel producer. 

At Custer City, Pa. the Minard Run Oil 
Company has completed No. 164 on the Fee, 
and have a gasser. In the same territory, 
Murphy & Tibbitts have completed well No. 
8 which is good for two barrels. 

McGregor & Grant have a five-barrel well 
on Bingham 470 at Aiken, Pa. 

John Reck, has been awarded the contract 
to drill six wells on the lease of J. Rogerson 
at Beardsley Hollow, near Bradford. The 
Enterprise Oil Company has given the same 
contractor, Mr. Reck, a contract to drill ten 
wells near the Rogerson production. 

Dresser & Artley’s No. 5 well on the Keim 
farm at Allegheny, is producing eight barrels 
a day. 

W. H. Huston recently completed a well on 
his lot at Derrick City, Pa., which placed 27 
barrels of oil in the tank the first 24 hours. 
It is expected to settle down to about ten 
barrels a day. 

C. E. Foster and G. W. Foster, of Brad- 
ford, recently acquired 600 acres of leases near 
the works of the Kittanning Clay Products 
Company and No. 3 was completed, and 
showed abhovt one million feet of gas a day. 

DEEP WELL 4,875 FEET. 

The deep well of the Bradford Deep Well 
Company at Derrick City, has reached a depth 
of 4,875 feet. After experiencing consider- 
able trouble from caving, the drill is now 
working in a shale formation. Over 50 feet 
of the hole had to be cemented on account 
of the caving. The cement had the desired 
effect and was of much assistance to the 
drillers. 

The deep hole is rapidly nearing the depth 


at which something was expected to be found 

oil or gas. There are some people whi 
are inclined to think that the well will have 
to be abandoned when a depth of 5,000 feet 
is reached. 

On an oil lease at Rew City, this county, 
William Kinley has installed a plant which ex 
tracts the gasoline from the natural gas pro 
duced from the 40 or more wells on the same 
gentleman’s lease. This plant is unique in 
way as it returns the gas, after the gasoline 
has been extracted, back to the lines that 
lead from the wells. In this manner the gas 
is worked over in a continuous process. 

This interesting plant has been running 
continuously for the past three or four months 
and produces on an average of 350 gallons 
every 24 hours, the product averaging about 
90 gravity. Mr. Kinley sells his product to a 
mixing plant at Farmers Valley, Pa., and re- 
ceives 10 cents a gallon for it. The buyers 
send tank wagons after the gasoline. Svb 
sequently the product is mixed with a low 
gravity naphtha and shipped to the west. 


ADVANCES TO STOP 
PREMIUMS ON CRUDE 


Eastern Oil Men See Ulterior 
Motive In Rapid Market 
Rise. 


(By Special Correspondent.) 

PITTSBURGH, PA., Feb. 12.—The ad- 
crude oil to the highest price—with one 
exception, temporarily quoted in April, 
1895—in thirty years, has been the one 
big event in oil circles. The $2.50 quoted 
for Pennsylvania crude was reached on 
Wednesday, Feb. 5, since which time the 
price has remained unchanged. On that 
date, also, the premium over the so-called 
Standard price, ranging from 5 to 15 cents 
a barrel, disappeared, all the leading re- 
finers paying the same price. 

There is a difference of opinion as to the 
real basis for this advance, which has 
amounted to 50 cents a barrel since the 
beginning of the year. Producers claim 
that the former price was too low, taking 
into account supply and demand. The In- 
dependent refiners have said nothing for 
publication, but have gone along meeting 
the advance. Old-time oil men who have 
no immediate interest in the industry, pro 
fess to see, in the manner of making the 
daily advances, and the extent to which 
the movement has gone, an ulterior pur- 
pose on the part of the dominant interest 
to discourage new refining projects and to 
“discipline” the Independent interests al- 
ready in the field. They point first to the 
manner bf making daily advances of 7 
cents a barrel, which very much resembles 
the movement of April, 1895, when the 
Standard waged a campaign against the 
speculative purchaser of oil, and was suc- 
cessful in eliminating the public as com- 
petitive buyers of crude oil. Then the fact 
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‘hat there has been no corresponding rise 
in kerosene is referred to as taking a leaf 
ut of the book of tactics which were so 
effective in years gone by, when the old 
Standard Oil Company was building up its 
monopoly. Of course there has been a 
sharp advance in gasoline and some other 
y-products, but illuminating oils have not 
kept pace with the upward movement in 
raw material. 
UNCERTAINTY AFFECTS STOCKS. 
Uncertainty as to the ultimate effects of 
the recent movement is reflected in the 
market price of pure oil common. stock, 
which has been such a prominent feature 
ff the dealings on the Pittsburgh Stock 
l:xchange for more than a year past. This 
‘ompany is both producer and refiner, and 
it the same time owns an efficient trans- 
portation system. The stock of the com- 
pany, however, has been slowly but steadily 
declining. By contrast with this move- 
ment is that of Ohio Fuel Oil. This latter 
ompany is exclusively a producer of crude 
il, and it is estimated that its output is 
lose to 100,000 barrels a month. It re- 
‘ently declared a cash dividend of 100 per 
‘ent, the same as paid last July, and the 
market value of its stock advanced to sev- 
Pittsburgh Oil 
& Gas stock also has advanced somewhat since 


enteen times its par value. 


the movement in crude oil prices. began. 

The legitimate effect of this rise in oil 
will be to stimulate the greatest activity 
in field operations ever witnessed. Prep- 
arations for this activity are seen in the 
orders being received for drilling and oil 
well supplies. 

The activity, however, is not confined 
to the fields which produce the higher 
zrades of petroleum, but extends to those 
tields whose main production is fuel oil. 
James H. Barr, president of the National 
Supply Company, returned from Mexico 
last week, where he spent some time look- 
ing over the field, particularly that of the 
Mexican Petroleum Company. While in 
Mexico he met representatives of foreign 
interests who are largely engaged in the 
Mexican field, and closed large contracts 
for supplies. 

TO DEVELOP MEXICAN LANDS. 

The most interesting announcement of 
the past week was that the South Penn 
Oil Company, a former Standard subsidi- 
ary, had joined the Penn-Mex Company, 
a $10,000,000 concern, in the development 
of Mexican properties. A. F. Corwin, as- 
sistant general manager of the South Penn, 
and E. E. Reeder, field superintendent of 
the same company, are now on their way 
to Mexico to take charge of operations. 
The zone of operations is said to be en- 
tirely free from revolutionary disturbances. 
Other Pittsburghers reported to be largely 
interested in these new operations are J. C. 
Trees and M. L. Benedum, of the Benedum- 
Trees Oil Company, and George W. Crad- 
ford and M. C. Treat of the Ohio Fuel 
Supply Company. 

Harvey H. Hilton an oil enterprise boost- 
er and advocate, is at Newell’s hotel for 
the time being. 

John M. Arters, general sales agent of 
the Ajax Iron Works, is back in Fourth 
avenue, after spending some time looking 
over the company’s plant at Corry. 
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Two Advances In Three Days 
Stirred the Mid-Continent Field 


(By Special Correspondent.) 
TULSA, OKLA., Feb. 8.—A general re- 


joicing among the producers was occasioned 
on January 27, when the first advance in the 
price of crude oil for the year 1913 was posted. 
The price was lifted three cents a barrel. An- 
other advance of two cents was recorded on 
January 29, bringing the price of the Mid- 
Continent production up to eighty-eight cents. 

Crude oil advancing twice in three days—a 
record for this field—and with the eastern 
market more active than it has been for the 
last twenty years, the gloom that has been 
hanging over the producer since the first of 
the year, when the market showed no activity, 
is making its disappearance, and the producer 
is again feeling optimistic. It now looks as 
if the dollar mark will be reached within a 
few months. This price has long been hoped 
for by the producer, and it was expected to 
reach that mark before the beginning of this 
year, but at no time in the past has the ad 
vance in the Mid-Continent field been in keep- 
ing with those posted in the Fast. 

The price of oil on the upward trend, and 
fewer dry holes being drilled than at any time 
during the developing of the Oklahoma fields, 
has caused a general influx of oil investors 
from all parts of the country. Not since the 
discovery of the Glenn pool has there been 
as much drilling as at the present time. Leases 
are being taken in all likely looking territory, 
and it begins to look as if much wild cat de- 
velopment will be started in addition to the 
number of tests that are now being made. 


BIG ONE IN CUSHING. 

The Cushing field, which has been the cen- 
ter of interest for the last eight months and 
has furnished more live news than the other 
fields for some time past, came forth for 
special mention this week when White, Ufer 
& Sinclair brought in their No. 2 on the Hut- 
ton farm. This well came in for 1,500 barrels, 
the largest producer this field has furnished. 
Three gassers, the smallest of which is pro- 
ducing six million cubic feet, and the other 
two making thirty million and thirty-nine mil- 
lion cubic feet each, have been brought in to 
the north of this field. These wells proved 
a disappointment, as they were expected ‘o 
make a showing in one of the pay sands. The 
last of the few dry holes that have been 
drilled in this district, was the one completed 
by the Wixie Drilling Co., in Section 23-17-6. 
After drilling to a depth of 2,520 feet the 
well was shot, but remained dry, and was 
branded as a duster. This well is southwest 
of the field, and with the gas territory that 
has developed to the north and east of the 
center of production, it looks as if the Cush- 
ing field has begun to shape its course. 

The Bird Creek district, north of Tulsa, 
continues its record for the large number of 
good wells brought in. But few dry holes are 
recorded there. 


There is still much drilling being done east 
of Glenn pool, and in the new Adair pool, 
while there is continued activity shown in 
the Tiger Flats, Okmulgee, Morris and Cleve- 
In all probability these fields will 


land fields. 


show a marked increase in production the com- 
ing year. 
FREAK ONE FOUND. 

Has Oklahoma developed a freak well? The 
new well near Weleetka has the old heads 
guessing, and but few are willing to give their 
opinion as to what the outcome will be, other 
than if it makes a real producer it will be a 
hig well. Located in Section 1-10-11 this well 
is being drilled by the Monitor Oil Co. Pass- 
ing but one sand, a formation of slate and coal 
was struck at a depth of 2,290 feet, when a 
flow of oil was made. This well is furnishing 
some real excitement for the south end. Fancy 
prices have already been tacked to leases with 
in the territory affected by the new test. 

The test well north of Wetumka in Section 
15-9-10 was completed last week. After be- 
ing shot the well remained as dry as ever. It 
was drilled to 2,010 feet. 

It now looks as if the Cushing field will soon 
have ample facilities for handling the in 
creased production there. The output in this 
field is now about twenty thousand barrels 
a day. The P. O. & G. Co are now running 
oil through their new six-inch line. This line 
is being used in connection with their four- 
inch, the first line built to this field. The 
Texas Co. have laid three miles of pipe on 
Cushing extension from the Kiefer station 
Construction work has since been held up on 
account, it is reported, of some of the right- 
of-way not being approved by the department. 
The Gulf Pipe Line Company is making a sur 
vey and securing right-of-way for a six-inch 
line from their Perryman station. This com 
pany is reported to have closed contracts for 
quite a bit of production, and will have a 
nice lot of oil for its line when completed. 

The Waters-Pierce Company has been mak 
ing flattering offers for contracts in this field. 
While no definite announcement has been 
made as to what means they will use for trans- 
porting their oil, the latest report is that they 
will either build a line from the field to the 
town of Cushing, and transport from there 
by rail to their refineries, or will build a line 
to the Frisco Railroad and ship from there. 
So far the Waters-Pierce people have been 
able to get but few contracts signed. 


That the Standard Oil Company main- 
tains a school of instruction for young 
men in its employ, is the report from 
Adrian, Mich., where the local paper says 
that a young man from that town attends 
the school, and says he was one of two 
hundred applicants who applied for the in- 
struction; but fifteen were successful. The 
class covers practical instruction in the 
different phases of the oil business—sales- 
manship, customs, etc., of all countries, and 
then technical education at the different 
refineries. 

That the old Pawnee, Otoe, Ponca, Kaw and 
Tonkawa Indian reservations in Oklahoma 
should be in good oil lands, is the opinion ex- 
pressed by Robert H. Wood, of the U. S. 
Geological Survey in Survey Bulletin No. 
531-B, a copy of which may now be obtained 
at Washington. 
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TELLS A TRUE TALE 
OF A HUMAN TOOL 


The Editor: Referring to an article en- 
titled “AND HERE WE HAVE THE 
HUMAN FISHING TOOL—TRUTH- 
fULLY TOLD” on page 42 of the Decem- 
ber number of the National Petroleum 
News, the writer is surprised to find that 
Billy Long, Gf Billy Long is responsible 
tor the article), is so far behind the times 
in matters pertaining to the oil business. 
in the third and fourth lines of the sec- 
ond paragraph, he says, “It was a feat that 
had never been accomplished by any man 
heretofore.” 

Early in the spring of 1909, the writer 
was working on a well in Cat Canyon, near 
Santa Maria, Cal., for the Dome Oil Co. 
\t about 200 feet the hole was found to be 
crooked, or at least that is what one otf 
the drillers claimed, and the fact that it 
was not crooked is another story, and this 
is not the place for it. 

Hlowever, it was decided that the 18!3- 
inch pipe must be pulled. As this was the 
slip joint pipe used in that country, it was 
necessary to run a swage with slips on the 
outside, to take hold of the bottom joint. 
When the first ninety feet were out, the 
hold was broken and two of the slips were 
lost in the hole. 

The formation was sand, and was dry, 
the sand filling up the hole as fast as the 
pipe was withdrawn. By throwing the light 
trom the sun down the hole with a mirror, 
one of the slips could be seen quite plainly. 

After some discussion, and after a lan- 
tern had been let down to the bottom of 
the hole in order to determine the con- 
dition of the air, one of the men, Steve 
Slater, volunteered to go down in the hole 
on the sand line and get the slip that was 
visible. 

GOES DOWN 110 FEET. 

The feat was accomplished by 
a loop in the sand line and_ fastening 
Slater in the loop in such a way that his 
head could not fall to one side in case he 
became unconscious. He was let down 
in the hole with the understanding that if 
he should fail to answer any of the rest of 
the bunch whenever they called down to 
him, he was to be pulled out as rapidly as 
it could be done. It is enough to say that 
he went to the bottom of the hole, 110 
feet, got the slip and made the return trip 
without any difficulty. 

The other slip was not to be seen from 
the top of the hole, so, when Slater re- 
turned, one of the other men was lowered 
to the bottom of the hole, and, armed with 
a poker from the forge, he got down on 
his knees and poked around in the soft 
sand trying to find the lost slip. The fact 
that he failed to locate it is also another 
story. He reported that the bottom of the 
hole was about four feet below the bottom 
of the pipe, and that the hole had caved 
until it was some four or five feet in di- 
burgh to succeed the late John A. Taylor. 
ed in which to get on his knees. 

Nor is this all. This was on the No. 2 
well. On, or rather in, the No. 1 well of 
the same company, a few weeks later in the 
>pring, an 18%-inch bit was lost at 660 

(Continued to page 39, column 3.) 
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A Fable 


Once upon a time a poll-parrot was sit- 
ting in the branches of a tree, while the 
zephyrs rocked the boughs, and 
crooned their springtime song. The sun 
was shining bright and warm, and the par- 
rot was chattering, whistling and laughing 


gentle 


in great glee, for he was indeed a happy 
bird, for he had a good home and was a 
pet. 

II. 

A couple of bulldogs were taking their 
morning exercise and enjoying the bright 
sunshine. They brothers and had 
played together since puphood. From the 
point of their pug nose to the end of their 
tails, they showed that the blood af the 
kings of their breed coursed through their 


were 


veins, and they were the progeny of par- 
ents that had made ring history in the 
past. Their sharp punishing jaws, their 
stocky build, their glistening white teeth, 
all showed them to be gladiators by breed 
and inclination. 
strength. 


They were happy in their 


IIT. 

The parrot looked from his perch as the 
fighters passed, and, with the trouble breed- 
ing instinct of his kind yelled, “Get out.” 
The dogs paused and looked for the one 
When 
out of the blue sky so it seemed to them, 
came the command, “S-s-s-s-i-c 
True to the nature of their kind they 
sprang at the throat of each other, growl- 
ing, snapping, each trying to tear the vitals 
from the other. The parrot screamed, “Sic 
‘em, sic ’em,” laughing all the while in its 
maniacal screech, and in its hilarious ex- 
citement it fell from its perch amidst the 
tearing and fighting canines. The parrot 
was bitten, the feathers torn from its body. 
Oh, how different! Finally the 


who gave such peremptory orders. 


"em!” 


fighting 


dogs were parted and polly rescued. 

She was a sadder but wiser bird. Plucked 
to the naked truth, her mistress clasped her 
to her bosom, and with tears in her eyes, 
she wailed: “My poor poll, how did it hap- 
pen?” And polly said, “Oh, I talk too 
damn much.” 

While this fable illustrates the talkative- 
parrot 


chronicle the fact 


ness of the species, we regret to 


that it is also true of 
In thirty-two years of 
practical experience in the oil fields, begin- 
ning at N. Y. and ending in 
Texas, there has never been brought to my 
evidence that a 
Standard Oil Co. man talked too much be- 
fore. 


the human family. 
Richburg, 


knowledge, conclusive 
They usually get throat trouble as 
did Brother William recently in New York 

But to get back to the subject and down 
unable to 
stand why a man who has so much at stake 
in the city of Wichita Falls, would go out 
of his way to influence a manufacturer to 
else but Wichita Falls to 
build a factory, as a certain North Texas 
Gas Co. official did recently. True, he 
failed in his purpose, but it leaves a very 
unsavory odor in the nostrils of the home- 
maker of Wichita Falls. 

In consideration to the gentleman’s age, 
we will refrain from naming him in this 
article, but should this occur again we will 
take this and any other means at our hand 
to show him to the people of this city as 
he is. 

We sound this warning that this city can 
and has gotten along without the aid of 
any knockers, and in the flush of our grow- 
ing into a city of the first class, we beg to 
say that we will not be fed on the meat 
and be knocked in the head with the bones. 
Moral—If you are up a tree and happy, 
keep your mouth shut.—W. G. L. 


to brass tacks, we are under 


go anywhere 


January Electra, 


The production of the field has not increased 
as was expected some time past, but on ac- 
count of the season of the year I presume 
that drilling has been somewhat curtailed. The 
production stands right at 16,000 barrels per 
day for the Electra district proper, and 205 
barrels for Burkburnett, not including the 
recent well drilled on the Sand farm. 

Petrolia’s deep sand is producing 315 bar- 
rels per day ,and the shallow sand is produc- 
ing 375 barrels, making a total for Petrolia of 
690 barrels. Below you will find a detailed re- 
port of the production of the fields per day: 


Electra— Barrels 
Producers’ Oil Co. . .7,800 
Corsicana Pet. Co. ue . .5,400 
Galley Pet. Go... ... .. .. «+ «3,108 
Red River Oil Co. .. .. .. .. .. .. .. 320 
Robbins and Ramsey .. .. .. .. .. .. 5 
Oklatah Oil Co. eet ere 45 
Guarantee Oil Co. .. .. .. .. 15 
Baker and Ralston 5 
Sheldon Oil Co. 5 


Texas Production 


Northeastern Oi] Co. .. .. .. .. .. .. 7 
Texas Of Land Devel. Co... .. .. 
Webb and Hardenberg .. .. .. .. .. .. 15 
3adget, Dale and others .. .. .. .. .. 40 
Total 15,560 
Burkburnett District— 
Petrolia (Deep Sand)- 
250 shallow wells .. .. .. .. .. .. .. .. 395 


Grand _ total 
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Flectra Looks Better Than For Some Time 
Owen & Wilson Get Better Than a Showing 


In the 


(By Special Correspondent.) 
WICHITA FALLS, TEXAS, Feb. 6.— 
With the stimulating effect of 95 cent oil in 
the North Texas field it is litthe wonder that 
the new work goes merrily on, and by the 
time the blve birds arrive this field, that has 
hac 


1 so many hard bumps, will look like a 
brilliant diamond set in. pure gold. 


During 
the past month there has been many a heart- 
breaking situation, but true to the oil man’s 
tradition, they have all been surmounted, and 
for their pains they have extended the field 


until it has the appearance of a real oil 
country. 
Owen and Wilson, whose faith never 


wavered on the East side of the Electra field, 
were rewarded with the opening up of the 
Miller 
These men are old timers in the game, dating 


what is known now as the district. 
their entrance into the game with the Grass 
flats and Not 


satisfied with the above pioneering they drilled 


Butler county, Pennsylvania. 
a well on the Ferguson farm, Texas, about 3 
miles southwest of Iowa Park, Texas. They 
were rewarded last month for their efforts in 
finding a small well at a depth of 475 feet. 
This well created considerable stir 
enormous reports. Land 
there was the 


from the 
values went sky- 
usual mysterious 
maneuvering of the big companies’ representa- 
tives. The report that the well was good 
for 30 barrels at the beginning of its pump 
seemed to be conservative, but after they had 
pumped it awhile it went down to about 5 
barrels and the owners have decided to drill 
it on down. However, Owen and Wilson de- 
serve the best of luck for the land that they 
are now developing has been begging for the 
past two years, and no one would have any- 
thing to do with it. 


ward and 


Now in the same district (Iowa Park) 
there is a rumor that the Roberts’ well, the 
well reported in these columns as located by 
a dream, has some gas, and is showing some 
oil at a depth of 1,330 feet. This country 
does not seem to be very attractive to the 
larger companies, and that is a later reason 
for me thinking that there will be an oil field 
opened up at Iowa Park, as there is none in 
the business that make as many mistakes as the 
large companies. 


The next sixty days will determine the fate 
of Iowa Park, and I hope that its develop- 
ments will be favorable as the bulk of the 
leases are held by the smaller operator. 

There is still drilling around the Eeds No. 
1, four wells, but all are too deep to get any- 
thing unless it is found in a new sand. 


BURKBURNETT STILL COMING. 

The Burkburnett district to hold 
the spot light for regularity. Since the last 
issue of this paper there has been a new well 
on the Sands, three-quarters of a mile south- 
west of the old Schmoker well. This new well 
has all the marks of being one of the best in 
the district. It is 1,815 feet deep. The War- 
ren well, southeast of the Schmoker well is 
to be drilled deeper after testing out at 1,150. 

Keown No. 2 is in the sand, and looks like 


seems 


a very small well. It is 1,852 feet deep, and a 
little north and east of Keown No. 1. 

Schmoker No. 2 is 1,450 feet, 

Schmoker No. 3 is 1,250 feet, 

Embry No. 2 is 1,518 feet, 

Goin No. 1 is 200 feet, 

Morgan No. 1 is a rig. 

\ll of the rigs are the 
Corsicana Petroleum Company’s, excepting the 
Warren well, and is the property of the In- 
terstate Oil Co. (J. E. Head.) 

Hivic 


above wells and 


a location on the 
Smyra; the same men have a location on the 
Warren. 


and Hutson have 


J. McGuffey Petroleum Co. have a fishing 
job on their Staley No. 1 at 1,137 feet. The 
same company is spudding on the Roller (C. 
T. Ry. survey). 

Marcus Oil Co. No. 1, 
is 1,200 feet. 

Andrew Urban, on the Curtis, is right close 
to the sand, and will drill in before this paper 
is issued, barring accidents. 


Markowitch farm, 


John W. Dyson is 300 feet on the Hortoin 
and Walker. 

W.C. McBride, Chenault No. 2, is 900 feet 
deep. 

Sun Company, Stein No. 1, is 1,175 feet. 


Interstate Oil Co., Kierst No. 1, is 1,200 
feet. 
Producers’ Oil Co., Miller .. . 1,560 
Producers’ Oil Co., Gebhart . .1,010 


Producers’ Oil Co., Chenault .. .. .. .. 595 
Producers’ Oil Co., Morris . 1,250 

Williams and Brookins have a rig on their 
fee land southeast of Electra. This is Saul 
Williams, or “Step and a Half,” as he calls 
himself. Saul broke into the oil game in the 
early days of Electra and has sure kept a going 
since. 

3rookins and Hivic have a rig on the Mrs. 
Brown land south of Iowa Park. It seems 
that Mr. Hivic has been betting again, as he 
lost an oyster supper on a bet that the Fer- 
guson well would be dry. Well, when “Round 
Head” loses a bet he will pay, and in this 
case I will make another bet that the supper 
was a classy affair. 

J. Edgar Pew and Joe N. Pew, Jr., spent 
a couple of days in Wichita Falls during the 
past week. J. N., Jr., is slated to take the 
late J. N. Pew’s position as the executive 
head of the Sun Oil Co. 

Double A. Scott has returned from a visit 
to the eastern states. Shake, old sport, we 
are glad to have you with us again. 


MANY WELLS DRILLED. 


There have been drilled 327 producing wells 
in the Electra field since it was discovered. 
There have been seven producing wells drilled 
at Burkburnette, and one at the Eeds dis- 
trict, and one, if you can call it a well, at 
Iowa Park. There are at this writing 89 
wells, drilling and rigs. 


By drawing a line from Electra to Burk- 
burnett, from Burkburnett to Iowa Park, and 
thence back to the beginning at Electra, you 
will have an idea of the magnitude of the 
Wichita county oil field. 


This comes very 


Miller District—Iowa Park Picks Up 


near taking in the whole county and anywhere 
within the lines thus drawn is likely to be oil 


STEPHENS CO., OKLA. 


There has been no change in the situation in 
Stephens county except that Skelly and others 
have sold a part of their holdings to C. S 
Payne and others. 
made _ public. 


The consideration was not 


Another sale of the Bott and O’Hara hold 
ings is reported; the purchaser was J. C. Mc 
Dowel, of Pittsburgh, Pa. 

Skelly and Bott and O'Hara have 
chises to the towns of Camanche, Duncan. 
Marlow and Crickasha. The latter have som« 
pipe on the ground for their line to Duncan 

Greenlees Bros. have a rig about ready 


drill their well near Harrisburg, Stephens 
county. This will be watched with great in 
terest. 


The Gypsy Oil Co. well near Fox, Carter 
county, Oklahoma, has been fishing for some 
time past, but they have now gotten their 
tools out and are going along all O. K. Our 
genial friend, Ed (Pierpont) Morgan, is the 
contractor, and has the reputation of pushing 
things, and we may look for results from that 
point now at any time. The last report we 
have had on this well was 500 feet. 


Wichita, Texas Personals 


Dr. Miller and wife are the guests of the 
Westland Hotel, registered from California. 
The doctor is the man who performed the 
operation on the Corsicana Petroleum Com- 
pany and took from it that lump called “Bank- 
a-coun-ites,” on the now famous Miller Wel! 
in Archer county. We wish him the same 
good fortune in his investment in Stephens 
county. 

M. W. (Kid) Shriver passed through 
Wichita Falls on his way home, to the bedside 
of his father, who is reported quite ill, at 
Huntington, W. Va. We extend the Kid our 
sympathy and hope that his father will soon 
be up and around. 


Captain Lew Gorham, captain of the Emma- 
nott, after a rough passage through Miles 
Canyon of White Horse Rapids on the Yukon 
river, has by the aid of tons of hay fed to 
the hungry boilers landed high and dry ???? 
at Wichita Falls. He says the passengers 
spent days lashed to the mast while the angry 
waves mercilessly beat them to insensibility, 
while the captain himself stood calmly at the 
wheel giving orders (o his first officer, Lauder- 
dale. It was certainly a thriller and we con- 
gratulate the passengers on having such ster- 
ling officers to pilot them to the harbor in 
safety. 

The Murphy brothers, sons of Mike Murphy, 
of Philadelphia, Pa., and brothers of James, 
who was killed in an automobile accident at 
Vincennes, Indiana, were registered at the 
Westland Hotel this week. Their well in 
Baylor county was dry at 1,800 feet. 
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This Knight of the Drill Puts 
His Friends On the 
Scales. 


HERE are times in one’s life that 
no matter how capable or effi- 
cient he may be, he is unable to 
cope with the situation. A flight 

of words or classic rhetoric sometimes fails 
miserably to convey to the reader the 
beauty of the character, or the pathos of 
the scene. Hence | approach the subject 
with fear and trepidation; in the first place 
I fear for physical discomfort on our first 
meeting after this has reached the sub- 
scribers; in the second place, I tremble at 
the magnitude of the undertaking. 

So with the above introduction I step 
to the front of the rostrom and introduce 
to your readers, my old friend and college 
chum, Tiperary Mead. Now this sounds 
like a summer drink, one that most of us 
young-old men have drunk in our youth. 
But there is not much in a name, as I 
know an Indian by the name of “Big-heart,” 
who commits atrocities that are indescrib- 
able. And Shakespeare says a “rose by any 
other name would smell as sweet.” So say 
I, and so say we all, that we do not care 
whether his name is Tiperary, Tipsy, or 
Bill, he is just common-every-day old Tip 
Mead and as such we are going to write 
him, and from the angle, not angel, as we 
view him. 

Like all great men he was born early in 
life. Just one screw over a half century ago, 
and in Pennsylvania near French Creck, 
therefore he should be able to speak 
French. He speaks some foreign language 
at any rate, at least he talks a language 
that I cannot understand, but it may be 
the language that he has cultivated in his 
conversation with his good old_ horse, 
Prince, and might be interpreted as horse 
talk. But no matter, we will have more of 
Prince, the horse, hereinafter. 

I have heard it said by a distinguished 
friend of mine, that before he would trans- 
act any business with a man, he always 
weighed him, and if he did not tip the 
scales at least one hundred and_ fifty 
pounds there would be nothing doing. 

WEIGHS LIKE A GENT. 

Now Tip’s away beyond the weight in- 
sisted upon by the said distinguished 
friend, for he is a giant in stature, meas- 
uring from crown block to floor, six feet 
four inches, and weighing two hundred 
and forty pounds, and Tip swears that no 
gentleman should weigh less. From _ his 
size you will see that in the days of Pit- 
hole they would have to knock out the 
first girt to get Tip into a derrick. But he 
is not only physically big, but say, fellers, 
he has a block on him that is just full of the 
grey stuff. The same reason applies to 
him as to other oil men from Pennsylvania, 
the early food of sow belly and buckwheat 
cakes. 

Do they love Mead in the Oil Country? 
well, I should shay sho. Why the old 
horse, Prince, almost embraces him every 
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TIP MEAD. 
Now Drilling At Electra, Tex. 


morning when he goes to the stable to feed 
him. 

Tip Mead is a contractor, and of the 
firm of Mead and Neely,. present address, 
Electra, Texas. Both Mead and Neely are 
practical men. 

Years have they toiled in its mire— 

Years have they stood ’neath its beam, 

Delving at night, by the flickering light, 

For the oil bearing sand of their dream. 

Stood on the derrick’s cold top, 

When it staggered like a drunk from the 
strain, 

And a storm that twisted its girts, 

Till she whined like a puppy in pain. 

So from the jin-pole to the tail sill, from 
the great stem to the three-cornered file, 
they know the game from A to izzard. Tip 
has a bent axle, but he says that it is bet- 
ter to be crippled in the leg than in the 
head, so what’s the use of argyfying. Any- 
way it has never interfered with his chase 
after gold, for he has gained it, and through 
his own efforts. 

LOST HIM MONEY. 

I said above that: it did not interfere, 
but I erred there, for one time back in 
Pennsylvania, or West Virginia, I forget 
just which, his partner and he took a con- 
tract to bury a gas line. Tip was on the 
job at all times. His partner is authority 
for the statement that if it had not been 
for Tip’s bent axle they would have made 
a lot of money, but the fact that the bend 
in the said axle made him so bow-legged, 
and because he insisted on having a ditch 
wide enough for him to walk through there 
was too much real estate to transfer and 
they lost money on the job. 

Tip got his start in life in the contracting 
business back in the halcyon days of Man- 
nington, West Virginia. He was the one 
man who had the courage to tackle Green 
County, Pa., with all of its Big Red Cave, 
and its underground oceans of salt water. 
He went after it “catch as catch can,” and 
like the dog who tackled the circular saw, 
he took it one round. You will see by this 
last paragraph Tip is courageous. The 
grinning skeletons that lay along his way— 


33 


No Gent Weighs Less Than 240 Pounds Says Tip 


He Insists They Must Be At 
Least 150 Pounds—Some 
Things On Tip. 


bankrupt contractors—never made Tip bat 
an eye. He just went in, and after a few 
dog-falls, won the decisions with such regu- 
larity that the his “friend” in Broadway cut 
the price of drilling and Tip cut out Green 
County. 

He is not only a contractor of skill and 
judgment, but he is an oil producer who 
knows the game, and at this writing has 
so large a production that he takes the 
sum of $2.50 per barrel each month, while 
he toils and slaves (??) drilling the red- 
beds of Texas. 

Although he is past the half century 
mark in age, he is not a “has-been” by 
any means. His clean-cut manner in his 
dealings, and his excellent judgment of men 
make him successful. His gruff exterior is 
as thin as some men’s religion. If you 
should ask him for a favor, he would call 
you names that would make your blood 
coagulate, but it would be dollars to rusty 
nails that the favor would be granted. His 
exterior is like the outside of a battleship, 
but inside is the fine working mechanism 
that makes her cleave the billows to res- 
cue a sister ship in distress. So with Mead. 
The shadows have begun to lengthen, the 
old tower has begun to show the ravages 
of time, but the careful massaging that 
he has his barber do to him has kept the 
face youthful and—great heavens, I was 
getting mushy, well he looks like a man, 
talks like a man, but down deep ’neath 
that old flannel shirt that he wears, is the 
heart that is softer than a woman’s. 

Long may he live and may success at- 
tend his every investment. And when 
he has finished his last well on this sphere, 
and thé casing has been drawn, and the 
tools piled up, Peter will grab that horny 
hand and say, “For stealing the Hens, you 
are forgiven, but I will have to reprimand 
you because you stayed away from here 


W. G. L. 


so long.” 


The southern branch of the Atlas Oil Co., 
Cleveland, will hereafter be managed by Thos. 
B. West. 


An agent of the Standard Oil Co., at Depere, 
Wis., while thawing out the faucet of a gaso- 
line tank wagon which he believed to be empty, 
was seriously injured by fire. 


After pleading guilty to a charge of violat- 
ing the anti-trust law in Maysville, Ky,. the 
Standard Oil Co. was fined $600 in the Flem- 
ing Circuit Court by the presiding judge. 


A new oil jobber, known as the Huguley Oi! 
Co., with main offices at Atlanta, Ga., started 
the first of this year. At the head of this 
business is E. E. Huguley, who for the past 
ten years was the southern sales agent for 
the Atlas Oil Co., Cleveland. It has organized 
to do a wholesale business in oil together with 
handling paints and disinfectants. 
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Cleveland, O 


Corner Main and Second Streets 


Exchange National Bank of Tulsa 
Capital and Surplus $200,000 
TULSA, OKLAHOMA 


OFFICERS 
P, J. WHITE, President 
D. F. CONNELLY, Vice-Pres. 
H. F. SINC1 AIR, Vice-Pres. 
M. HUGHES, Cashier 
A. T. ALISON, Asst. Cashier 


DIRECTORS 
P. J. White 


J. H. Evans J. A. Hull 
D. F. Connelly R. S. Litchfield 
R.M.McFarland M. Hughes 
H. F. Sinclair F. B, Ufer 
Thos. White Jno. A. Bell, Jr. 


Jabs at Electra, Texas 


Saunders has truthfully said, “Money is the 
largest slaveholder in the world.” So we, in 
the oil fields, work to get it, and then work 
for it, until the hand becomes palsied with age, 
and the eye has lost its luster and the step its 
elasticity. We pray to it, sing to it and croon 
the lullabys to its beauty and symmetry. Yes, it 
is our God, the last thoughts at night, the 
first in the morning is of you, oh GOLD. We 
want it and we want it bad’ 


But to have the world of money is beyond 
the fondest dreams of our most avaricious mo- 
ments, and to get it there is no depth, no 
length, no height that we would not try for. 

These are a few of the thoughts that ran 
through my mind while | was searching the 
archives of the Wichita county records and ran 
onto a deed of trust, or a mortgage as you 
wish to call it, guaranteeing the payment of 
a nine hundred thousand dollar ($900,000) 
hond issue of the Corsicana Petroleum Co. 
Chese bonds bear 6 per cent interest and are 
guaranteed by the Knickerbocker Trust Co. 
of New York, Howard Bayne, vice president. 

Life was too short to peruse all of the where- 
ases, etc., for the thing covered twenty-five 
pages of those large books such as are in 
every county clerk’s office. But what do you 
think, it has as some of its valuable assets 
leases in Stephens, Jack, Palo Pinto, Young 
and Archer counties. If these are put in at 
any intrinsic value God help the Knickerbocker 
Trust Co. But the fun of the whole game is 
that it is prepared with the same care as if they 
did not take it out of their pants pocket, and 
put it in their vest pocket. 

In the same book on page 561 is another 
paper against the Magnolia Petroleum Co. 
for ten ($10,000,000) millions of dollars. By 


way of comment I wish to. state that 
a loan of that magnitude by the writer 
would surely handicap him in a_ busi- 


ness way for the rest of his natural 
life. My comments are unnecessary on this 
matter but as a news item I thought perhaps 
it would be interesting. Personally I would 
like to have this amount to put into the game, 
ut it would have to come, not as a gift, not 
from the grinding of the lesser weights, sold 
as full weights, but from the sweat of my 
brow (7) Now yell, durn ye, yell! 


Doctor Miller, from California, in an inter- 
view says: “Keep your eye on Archer county.” 
Dear Doctor :— 
Replying to the above I take my type- 
writer between my shapely limbs, to say 


that I have kept my eye on Archer county 
when the sand storms were blowing across 
the barren and dusty plains of said Archer. | 
waited and hoped, I have anticipated and 
smiled. I have figured out every line in 
that county but a pipe line. I have dreamed 
of oil flowing over the “Jin pole” and 
saturating the barren soil. For over a year 
have | done this and now you come and 
say “Keep your eye on Archer county.” 
Oh, doctor, please lend me your pipe, that 
through the haze of its anaesthesia I can 
see as you have saw, seen or sawed. Re- 
member 

A million dollars have been lost my boy, 

Rolled down the little dark hole; 

It's hard to view our loss with joy, 

Yet it is the oil game’s toll. 

Don’t ask us to keep our eyes awide, 

When there is nothing to see in sight; 

But take us in dream where flowers 

abide, 

To the coast with its blare and light. 

Give us, we prithee, the delightful ozone 
of the Pacific coast, but spare us any more 
of Archer county. Lovingly, 


WILLIE. 


Ground-hog day, and unless he sees his 
shadow at Punxsutawney, spring is here. 

Two dollar and fifty cent oil for the Penn- 
sylvania grade must make that bunch of old 
timers think some one has joined the church. 
But behind the thin screen is the mailed hand 
that is after the scalp of the little fry. The 
question that is uppermost in the Independent 
refiner’s block at this writing is how long can 
the competition go on with the great American 
hog. 


The Independent who depends alone on 
Pennsylvania crude is seriously handicapped 
with a concern that can turn Oklahoma or 
Texas high grade oil into their eastern re- 
fineries at an average field cost of $1.68 per 
barrel, while the little fellow who has the set ex- 
pense for his crude of $2.40, plus pipeage, looks 
to me to be in about as comfortable a position 
as the toad that is under the harrow. 

He has fought a good fight in the past for 
his little refinery, and we hope that he will 
still fight, for history tells us that some time, 
when the battle seems lost, by taking advant- 
age of a weak spot in the enemy's solid front, 
he has turned defeat into victory. 


Dear Editor :— 
In expressing my gratitude to you for 
the ad you gave me in your after Christ- 


WE BUY AND SELL 


PIPE, CASING, TUBING, OIL 
WELL SUPPLIES 


Largest dealers in Southwest 
Inquiries solicited 


TEXAS SUPPLY CO. - BEAUMONT, TEXAS 


mas exchanges, wherein I wished to ex- 
change one steady girl for a sweet wife, 1] 
beg to say that my correspondence has 
been so heavy that I have found it essen 
tial to employ a lady stenographer in my 
office. Please do not run the ad any longer, 
as I am now swamped with applicants. | 
will say for your information your paper 
is the best advertising medium I have 
ever found. 
Sincerely yours, 


A. L. DICKENSON. 


F. S. Henry, of the Henry Oil Company, 
has been in town for a couple of days. J. E. 
for $50,000 damages 
alleged to have been done to him on some 
Archer county leases. 


Head has sued him 


The leases in question 
were located at Scotland. Henry contracted 
to drill a well 1,200 feet deep, but only drilled 
it 800. Nearly every oil man in Wichita 
Falls has been served with a subpoena. The 
entire case, as to the damage claimed, hinges 
on the value of the leases at the time the 
well was contracted for. With all due respect 
to each of the beligerents, if those leases are 
valued at a very nominal figure yours truly 
will ask the court to buy some that he has at 
the same figure or less, I do not care what 
the value is. 


J. Edgar Pew has resigned his position as 
manager of the Sun Oil Company in the coast 
division. His life for the past few years 
has been one of peace. As his word was law, 
when he said “go” some one went. And 
when he said “come,” well, some one came, 
and hurried. He is about to launch into a 
business that is full of pitfalls, but he is 
well prepared to take care of himself. I have 
proposed his name in the ancient (but re- 
spectable) order of regular ordained Pikers 
of North America. However, Ed. may have 
sufficient of this world’s goods that he may 
want to be called a speculator, but the veil 
between the piker and the speculator is so 
thin that it would make a BEAUT of a peek- 
a-boo waist. 
takes up we wish him success and we will be 
the last person on earth to lay one straw in 
his road, although this does not include bor- 
rowing the price of an eighty-acre tract on 
sight. May success attend you old chap. 


No matter what line J. Edgar 
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Plan Ways To Drill In The Coal Fields 


Oil Men, Miners and Geologists Hold Conference 
on Regulating Work and Avoiding 


Regulations governing the drilling of oil 
ind gas wells in coal districts were dis- 
‘ussed at a conference of those interested 


at the Bureau of Mines at Pittsburgh, Feb. 


7th and &th, when it was agreed to have a 
more general and representative conference 
of representatives of the industries and or- 
vanizations interested at Pittsburgh, Feb. 
26th. At this last conference will be three 
representatives from each of the following 
classes: Oil operators, gas operators, mine 
operators, Bureau of Mines, state geologists 
and state mine inspectors. It is anticipatea 
that this conference of representatives will 
draft tentative regulations for submission 
to a general conference of all parties con- 
cerned to be held at a still later date. 

It is the hope of those interested in these 
conferences, which have been instigated 
largely by the scientific men interested, to 
settle by agreement the many frequent dis- 
putes that are constantly arising between 
coal men and drillers of wells. These dis- 
putes are particularly vexatious to both in- 
terests in Pennsylvania, West Virginia, 
Ohio, Illinois and some in Kansas. 

The conference at Pittsburgh the 7th 
and 8th, was under the chairmanship of 
H. M. Wilson, engineer in charge of the 
Bureau of Mines. The following state- 
ment from George S. Rice, given at that 
conference, reviews the conditions sought 
to be remedied and contains suggestions for 
those remedies. Mr. Rice is chief mining 
engineer of the Bureau of Mines: 


By George S. Rice, 
Chief Mining Engineer, Bureau of Mines. 

The problem of gas or oil wells extend- 
ing through or near coal mines, and 
through the future coal reserves, has gradu- 
ally become more and more serious, not 
only on account of the danger to the miner, 
but also because there has been an _ in- 
creasing loss of coal left as pillars sur- 
rounding the wells; and, in the future, there 
will be a further increase or loss unless 
means are found which, while giving safety 
to the miner, will enable the coal to be ex- 
tracted. 

A prominent engineer told the writer re- 
cently that he has been obliged to report 
unfavorably to his client upon the ur- 
chase of a certain tract of coal land which 
he was examining, on account of the nu- 
merous oil and gas wells on the property 
that would seriously interfere with mining 
operations. 

Fortunately so far there has not been 
a large loss of life in mines through ex- 
plosions or fires caused by leakages of gas 
from wells, but there are a number of 
cases on record in which lives have been 
lost, and the possibility of occurrence of 
disasters has been present in a number of 
instances. One special case, which has 
been much referred to, is that of the Mid- 
dleton and Enterprise mines near Fair- 
mont, W. Va., where natural gas under 
high pressure leaked from a well and en- 
tered the two adjoining mines, leading to 


local explosions in each mine, and to the 
death of 3 miners. Fortunately it occurred 
at night when but few men were in the 
mines; and also fortunately, the company 
which owned the mines had taken most 
excellent precautions to keep the coal dust 
wet, and the explosions were thus limited in 
extent. This case is particularly interest- 
ing because the well was surrounded by a 
100 foot wide pillar, and there was also 
a coal barrier between the two mines 100 
feet thick. Therefore, the gas entered the 
mines, not through the coal but through 
the floor, and along a line 2,300 feet in 
length, according to Mr. Tarlton, general 
superintendent of the company, who pre- 
sented a paper on the subject, that appears 
in the Transactions of the West Virginia 
Mining Institute for 1911. 


Strike Many Wells 
That Are Not Charted. 


Wells are constantly being drilled in the 
coal fields of this country, and are very 
numerous in the coal basins of Pennsyl- 
vania, West Virginia, Ohio, Indiana, Illinois 
and Kansas. In Pennsylvania and West 
Virginia mines not infrequently strike 
abandoned, uncharted wells. In many cases 
these have been found filled with gas, and 
in some instances the gas has been lighted. 
Recently a serious fire was caused in a 
mine in the vicinity of Pittsburgh, through 
burning gas which had been ignited when 
an unknown well was struck in mining 
operations. Fortunately this was not attend- 
ed by an explosion, but it led to the mine be- 
ing shut down for a couple of weeks, and the 
engineers and rescue crew had 
to be called upon to investigate  be- 
hind the fire stoppings. In a number of 
cases where wells have been encountered, 
there have been narrow escapes from ex- 
plosions. It would therefore appear that 
the industry hitherto has been more lucky 
than far seeing, in not taking precautions 
in making secure and in recording the loca- 
tion of abandoned holes, which, while not 
giving gas in commercial quantities, make 
sufficient to be very serious in mining. 


The dangers that threaten have frequently 
been poined out by Dr. I. C. White, of 
West Virginia, President of the Associa- 
tion of State Geologists. In a recent meet- 
ing of this association a committee was ap- 
pointed to confer with the Director of the 
Bureau of Mines on this subject. Director 
Holmes also received requests from others 
to take up the question with a view to for- 
mulating suggestions which might lead to 
uniformity of oil and gas well legislation 
in the various states in which gas or oil is 
found in the coal fields. 

Hitherto the legislation on gas and oil 
wells in all the states except Ohio and In- 
diana, has dealt with the subject only from 
the standpoint of protecting the wells from 
one another. The Ohio laws, and to a 
lesser extent the Indiana laws, take some 
cognizance of the dangers to mining in 


Conflicts 


the vicinity, but they are considered inade- 
quate. 

Must Permit the Oil 

Man to Develop Territory. 

The problem of formulating laws is not 
one which alone concerns the coal operator 
and inspector, but it also concerns the gas 
and oil well operator. The latter must be 
given the opportunity to search for anu 
obtain gas and oil under their option or 
ownership. It is manifest that they wish 
to take reasonable precautions for safety, 
but do not wish to be put to unnecessary 
expense, or to be prevented from drilling 
wells in coal fields; therefore some means 
must be found by which the wells can be 
drilled through or in the vicinity of the 
coal mines without creating dangerous con- 
ditions. Three parties are therefore vitally 
concerned, the gas and oil well operator, 
the coal operator and the miner, whose 
safety is looked after by the State Mine 
Inspector. The state geologists are inter- 
ested from the standpoint of conserving oil 
and gas as well as coal, the United States 
Bureau of Mines is concerned both in the 
conservation of all mineral resources and 
in the safety of the miners; for which rea- 
sons it is desirable to have good as well as 
uniform rules and regulations throughout 
the country. 

The members of the Bureau of Mines 
staff, who have been charged by the di- 
rector with this investigation, have prepared 
a tentative outline of rules and regulations 
which might serve as a basis for possible 
legislation. These were formulated to har- 
monize as well as could be done with the 
ideas presented in the several preliminary 
conferences by the different interests, tak- 
ing into consideration that it would be wise 
to have such rules and regulations of a 
general character suitable for forming a 
basis for possible legislation in each of the 
states—the rules to be added to or modified 
in detail to suit the particular conditions 
which prevail in, the respective state. 

There are several features which have 
been discussed at considerable length in the 
preliminary conferences which have not 
been incorporated in the rules and regula- 
tions, as it was felt that it would not be 
wise to do so, but that it was rather a mat- 
ter of gradual development, and in certain 
cases of private agreement between the par- 
ties at interest. These questions are as fol- 
lows: 

Size of Coal Pillars That 
Should Surround Gas and Oil Wells. 

It has been found from investigations and 
inquiry that the pillars that have been left 
around gas wells in Pennsylvania vary from 
40 feet diameter, or square, to 200 feet 
diameter, or square, the well being at the 
center of the circle, or square. The various 
sizes of pillars merely represented opinions 
of the parties concerned, or compromises 
between interested parties. The courts, in 
rendering decisions, would appear to have 
determined arbitrarily the size of pillars that 
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must be left in certain cases, presumably the 
size determined in each specific case rep- 
resenting the consensus of testimony that 
was pre sented 

In the preliminary conferences it was 
unanimously conceded that pillars of coal of 


did leak- 


age of gas into the mine when there were 


any reasonable size not prevent 


defects in the well casings, but that they 
as supports to the overlying strata 
the 


served 
to prevent fracturing or breakage of 
well casing anywhere from the coal seam 
upward to the surface. 

Looking at it from this point of view, the 
question of size of pillar surrounding the 
well is a problem similar to that which has 
arisen as to the proper size of pillar to be 
left surrounding a mine shaft. The neces- 
sity of protecting a shaft is doubtless great- 
er than for a gas or oil well. 
that 
different 


the varying natural 
affect the 
determination of the size of mine pillars to 


It is manifest 


conditions in districts 
adopt for oil or gas wells; that is, assuming 
that it is 
ment of the ground surrounding the casing 


necessary to prevent any move- 


lf the roof over 
the coal bed breaks easily, the breaks are 


all the way to the surface. 


upward in more or less vertical planes; on 
the other hand, the strong 
sandstone or limestone, and the fall occurs 


where roof is 
on only one side of the well first, which is 
usually the case, there is a possibility that 
there may be a considerable pull toward 
that side which carries the break diagonally 
upward, so that it may intersect the line 
of the the break reaches the 
surface, in which case there might be dan- 
ger of upturning the casing, or at least 
swinging it out of line. The Consolidation 
Coal Company, in the Fairmont district, is 
considering the necessity of leaving 200- 
foot pillars surrounding the wells. 
Extraction of the Coal 
Surrounding a Well. 

lt was suggested by the writer in the pre- 
liminary conferences that it might be pos- 
sible to dispense with a coal pillar around 
an oil or gas well provided an artificial pil- 
lar was substituted. 


well before 


This proposal is not 
quite so radical as it might seem at first. 
The coal surrounding shafts has been ex- 
tracted in some of the long-wall mines in 
Great Britain, and in one long-wall mine in 
Northern Illinois, without detriment. Where 
this plan has been employed, the section 
from which the coal has been excavated is 
carefully packed with broken rock and dirt, 
as is usually done in “long-wall advancing,” 
so that the movement downward is very 
gradual and even, the strata all the way to 
the surface subsiding evenly and without 
damage to the surface buildings, provided 
The 
final surface subsidence where the goave 
has been well packed with dry packing, is 
about 50 per cent of the thickness of the 
excavation; that is, in a bed of coal 6 feet 
thick the subsidence would be about 3 feet. 

To suit the room and pillar conditions, 
the writer the following plan: 
hat a room be laid out so that the drill 
hole will be approximately in the center of 
same; in drilling the well, the hole to be 
made 2 or 3 inches larger in diameter than 
the outer casing which is to be inserted, so 
that there is a space of from 1 to 2 inches 


the long-wall face advances regularly. 


suggests 
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Let us suppose 
this outer casing is to go 30 feet below the 


surrounding the casing. 


coal bed, then the larger size hole will be 
drilled an additional distance equal to the 
thickness of the below where the 
show of the casing is to hang. 


seam, 
The casing 
will then be lowered and hung from cross 
beam supports at the surface, the ends of 
which are to be placed on piers so as to 
make the supports permanent. These cross 
beams should be steel channels or girders, 
8 or 10 feet or more in length, and of suffi- 
cient strength to hold the weight of the 
casing. Before lowering the casing a gas- 
ket of rubber fastened 
just above the shoe around the outside, so 


or canvas is to be 


as to fit against the rock or shale when the 
casing has been lowered to place and huny 
from the beam supports; a grouting of clay 
will be run in between the casing and the 
sides of hole so as to completely fill the 
space from the gasket to the surface. This 
is to allow an opportunity for the casing to 
slide freely, either at the bottom or the top, 
if the coal is excavated and the ground sub- 
After the casing has been put in and 
grouted with clay, the drilling and putting 
down of the inner casing will proceed in the 
usual manner. When subsidence of the 
ground occurs the arrangements spoken of 


sides. 


will be equivalent to an expansion joint in 
a steam line. The inner casings and the 
gas tube being rigid and fixed below, when 
the subsidence takes place, will merely pro- 
ject that much further above the surface of 
the ground, and will not be affected by the 
subsidence. 


It is, of course, assumed that a space will 
always be left open to the top between the 
outer casing and the next inner casing, so 
that if there are any gas leaks it will be 
vented to the surface in accordance with 
the plan employed in recent wells where by 
agreement with the coal companies precau- 
tions have been taken. 


When the room above mentioned has 
reached the well, the casing should be pro- 
tected from injury through cars or blasting, 
by timbering; and if the roof is very poor, 
a timber cog should be carefully built 
around same and packed tightly with clay. 
When the rooms in the vicinity are “up” 
their proper distance, before withdrawing 
the pillars, clay should be brought from the 
surface (any ordinary clay will do), placed 
around well casing, and tightly packed so 
as to make a cylinder from 6 to 8 feet in 
diameter. It will not be necessary to with- 
draw any of the timber to do this. The 
space surrounding this clay cylinder back 
to the ribs should be filled with mine waste 
obtained from lifting the bottom, or from 
fallen roof rock, the track in the room hav- 
ing previously been laid through a break- 
through to an adjoining room. When the 
ribs have been drawn back to a point op- 
posite the artificial pillars, a thin curtain 
wall can be retained on either rib, merely to 
hold the gob in place. The purpose of the 
“gobbing” will be to allow the roof to be 
dropped evenly, as the packed clay around 
the hole will prevent undue pressure at any 
point, thus preventing distortion of the cas- 
ing. Since above and below the coal bed 


the casing is surrounded with a layer of 
clay, it will either allow the roof to slip 
down without injury to the casing, or if the 
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whole strata above goes down and grips th 
casing, the latter will slide further down 
into the hole which had been previously 
drilled large enough to receive it. With 
such a plan properly carried out, the write: 
can see no serious risk in not leaving a coa! 
pillar, for even if a break occurred, whic! 
does not seem likely, at all times there i 
a vent to the surface between the inner and 
outer casing, 

Wells Can be Plugged 

To Lower Coal Beds. 

If abandoned wells are properly plugged 
from bottom to top, there would seem to bx 
no need for other special precautions for 
deeper coal beds. It is manifest that in thx 
great majority of cases these coal beds will 
not be worked for many years to come, per 
haps 25 or 50, or as much as 100 years. It 
is also manifest that no casing would resist 
corrosion for such extended periods; there- 
fore it is believed that the project of restor- 
ing the strata to practically the same 
strength and impermeability as originally 
found will be the best method. All the 
geologists in attendance at the recent meet- 
ing agreed that this was the best solution 
of this problem. 

It was further agreed to by the geologists 
that the simplest and safest way of handling 
abandoned wells through coal mines will 
be to plug them tightly all the way from 
the bottom to the surface. If holes are 
plugged so that there is no leakage of gas, 
there would seem to be no danger in laying 
out a mine, or in the working of same, witli- 
out the necessity of paying attention to an 
abandoned hole, beyond approaching the 
hole carefully and testing to see whether 
there is any sign of leakage of gas. This 
assumes that the plugging of abandoned 
wells in coal districts shall be done with an 
inspector present, preferably a gas and oil 
well inspector appointed by the state, and 
that a certificate showing that the plug- 
ging has been properly done, has been duly 
recorded. 

It is undoubtedly a most excellent plan 
for the gas and oil well operator and the 
coal operator to come together and agree 
upon a suitable location for holes. To do 
this intelligently the coal operator should 
furnish the gas and oil operator a plan of 
his projected workings. It is assumed that 
the site of the proposed well shall be care- 
fully surveyed and located, and that the 
map of the location and at least the record 
of the casing as deep as 30 feet below the 
coal bed that is being worked, shall be mat- 
ters of public record. 


Drilling Gas Wells Through 
Inaccessible Mine Workings. 

The question has arisen in several cases 
as to the protection from leakage of a gas 
well drilled through an inaccessible mine 
opening or excavation, as, for example, 
where pillars have been pulled. In the case 
of such leakage there would be danger of 
the goave filling with gas which would es- 
cape into the active mine workings. I will 
not attempt to discuss the relative merits 
of the two- sides to the controversy, but as 
the courts have held that the parties pos- 
Sessing the gas ownership have the right to 
drill, it is necessary to consider how this 
can be done with a minimum amount of 
danger. All have conceded the necessity 
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of having an outer or protective casing open 
it the top to the atmosphere, but in the 
event that acid mine water may corrode it, 
.dditional protection is One 
plan proposed by Mr. McCloy, of the Phila- 
delphia Company, is to make the hole large 
nough to insert an outer pipe opposite the 
oal bed and fill between it and the casing 
vith cement. This plan seems to be an 
xcellent one and worthy of trial. 

An alternative scheme is offered by the 
writer that might be used when the mine 
not too much filled with 
debris, and in some cases might be used to 
-upplement the previously described meth- 
id. The plan is: when the drill has entered 
excavated and drilled through 
iny rock to the bottom, to fill the 
pace with a concrete mixture of crushed 
rock or gravel, sand and cement, thoroughly 
This is to be put in rapidly, and 


necessary. 


‘xcavation is 


the space 


loose 


nixed, 
vill, if of proper consistency, form a conical 
1eap with the apex at the top of the open 
space. A conical bit or tool fixed on the 
nd of the string of tools will then be im- 
nediately lowered and used to spread out 
the more must 
then be put in and again spread out by the 
The concrete should then be 
illowed to set, following which a hole will 
ve drilled through it by the usual method. 
Then liquid 
ement run in and forced under 
rressure to fill the interstices; after this has 
set it is anticipated that there will be a 
strong concrete column through the mine 
will 
vervious to the mine water, and through 
which a hole of full size can be drilled as 
through a solid rock stratum, and the cas- 


he top of cone; concrete 


onical tool. 


Chis hole may be a small one. 
will be 


xcavation, which be practically im- 


nes inserted in the usual manner. 


SUGGESTIONS FOR LAWS AND 
REGULATIONS IN THE MAT- 
TER OF Ks HOLES 

PASSING THROUGH 
WORKABLE SEAMS OF 
COAL. 

O. P. Hood and A. S. Heggem 
of the Bureau of Mines. 


The following suggestions are an attempt 
to harmonize as far as possible the in- 
formation and advice which has so far been 
available to the bureau. There has been 
no attempt to put these suggestions in 
proper legal phrase nor to make them en- 
tirely complete, but only to form a basis 
for discussion. 

It seemed to be the general opinion that 
some form of inspection is necessary in 
order to make operative any laws which 
may be enacted, and which required speci- 
ic methods or results. It is, therefore, 
suggested that there be a chief inspector 
f gas and oil wells; that he have sufficient 
help of a permanent and temporary char- 
acter to meet the exigencies of the well- 
drilling business; and that these officers 
shall have certain duties prescribed. 

In order that it shall be possible to ac- 
curately locate a well which goes through 

workable coal seam, and which may at 
ome time be within a mine area, it seems 
desirable to require a license to drill, this 
license depending upon the filing of proper 
maps and records. In case a location is 
rroposed which may be detrimental to a 
coal mine, either from the standpoint of 


NATIONAL PETROLEUM NEWS. 


safety to the miner, or to the economical 
working of the mine, a conference between 
the three parties interested in such loca- 
tion is provided for, these parties being 
the mine owner, the well owner and the 
miner, as represented by the state mine 
inspector. 

The gas and oil inspector is given power 
to change the proposed location within rea- 
limits to the end of insuring a 
safe and equitable condition. It is also re- 
quired that the inspector shall keep records 


sonable 


of his office, so that at any subsequent time 
it will be possible for a mine operator to 
accurately locate abandoned wells and not 
proceed in ignorance of their existence. 

In order that the wells shall be properly 
plugged when they are abandoned, it has 
been suggested that the well driller shati 
furnish a bond which is to be returned to 
him when the plugging has been properly 
done. The inspector is required to super- 
vise this plugging, so that a record becomes 
available of the method employed and the 
satisfactory accomplishment of this opera- 
tion. 

In making a provision, that wells which 
have suspended operation shall be main- 
tained in a safe condition by the well own- 
er, it is believed that formal abandonment 
will naturally follow rather than neglect. 

These suggestions cover only those wells 
which are put down through workable coal 
seams—seams of that may be used 
during the reasonable life of any well. It 
is not the intent to require special pro- 
tection for seams of coal which are phys- 
ically workable and yet whose exploitation 
is probably at such a remote date as to 
make it more than probable that the well 
will have been abandoned and_ properly 
plugged before there is need of this coal 


coal 


seam, 
All Holes Should 
be Accurately Located. 

It is believed that the location of a drill 
hole should be so accurately determined 
that it could at any time be re-located, even 
after all surface indications have disap- 
peared; and for this purpose it seems neces- 
sary to have the survey made by com- 
petent persons and reference made to es- 
tablished boundaries which can be located 
only by reference to at least three monu 
ments or reference points. It is also de- 
sirable that there should be uniformity in 
the matter of scale of the maps submitted 
200 feet to one inch. 

In order that gas may not be drawn into 
the ventilating system of any mine, a mini- 
mum distance of 500 feet from a mine open- 
ing has been provided, and 100 feet from 
those buildings which are vital to the 
safety of operation of a mine, so that in 
case of fire, of either wells or mine build- 
ings, the risk shall not be increased. 

It seems evident that a hole should not 
go through any mine haulage or air way, 
and in order to insure this a distance of 
15 feet from such mine haulage or air way 
is required. It is believed that if pillars 
are considered necessary about such a hole 
that the supporting power of the haulage 
way ribs will be sufficient, as it seems to 
be generally admitted that such a pillar 
does not serve the purpose of keeping out 
gas which may leak around the casing. 

In requiring casing from surface water, 
it is believed ‘that after the casing which 


~_ 


through the coal seam is properly 
placed and packed as required that the one 
used for excluding the surface water may 
be withdrawn. The double casing which 
is required through any coal seam is 
deemed necessary in the event that a mine 
should be opened and the casing possibly 


goes 


exposed to corrosion or injury from the 
movement of ground. In order that the 
ground shall be applied over a 
considerable surface of the casing, it is re 
quired that they extend into the floor a 
sufficient distance; that they be surrounded 
with a clay pack; and that the second cas- 


pressures 


ing shall be brought into play through a 
similar clay pack. 

The use of clay for a packing material 
was preferred rather than cement, to avoid 
cracks through which 
water might enter if the outer casing was 


possible corrosive 
penetrated, and also to prevent the localiz 
ing of stresses on the second casing by a 
hard connection between the two casings it 
is better to bend than to break. This also 
serves to prevent leakage of gas into the 
casing space even if the casings are de- 
formed by ground movement. 

The provided 
through any coal seam, may extend down- 
ward to any depth, but in the event that it 
is stopped 


second. casing, which is 


10 feet below the first casing, 


it is cemented in place, but this cement 
does not extend to the first or outer cas- 
ing. This facilitates the drawing of the 


outer casing when the well is abandoned. 

Where the casings pass through a mine 
excavation, a further mechanical protection 
is provided by a suitable wall and clay 
pack surrounding the casing with the in- 
tent of preserving it from mechanical in- 
jury and corrosion. Where such a casing 
passes through an inaccessible mine exca- 
vation a similar protection is attempted by 
applying a cement covering held within an 
outer metal tube acting as a form. 

In the arrangement of casings and casing 
head, it is proposed to insure a free vent to 
the atmosphere from a point in the well 
below any of the casing used and to insure 
that this vent shall be maintained by open- 
ings that can not be readily closed. 

Where oil is allowed to rise within a 
casing above the floor of a mine, it may 
find its way past the several casing seats 
and into the mine, so that it seems neces- 
sary to keep the level of any such oil below 
the mine floor. 

The matter of abandoning a well has 
been made a formal matter, so that a 
proper record shall be made and there be 
assurance that the work is properly done. 

In suggesting a plugging method, it has 
been attempted to keep the method as 
simple and a$ general as possible. The 
method is based on the theory that while 
clay alone may make a good stopping that 
it may also flow and not be maintained 
where it is believed to be. Also, that ce- 
ment mortar or concrete is apt to be po- 
rous, to deteriorate in oil, and to form a 
plug of doubtful tightness. It has, how- 
ever, the quality of probably staying where 
it is put. To combine these two qualities 
it is suggested that there be a portion of 
cement with clay available at each end of 
this portion, so that if there is any move- 
ment of fluids through the cement the clay 
will be carried into openings and 
eventually close them. 


small 


the 
wn q 
sly 
‘ith 
iter 
0a! : 
ic] 
Is 
an 
vec 
be 
for 
will 
It 
sist > 
im ¢ 
ally 
the 
eet 
ion 
ists 
ling 
will > 


NATIONAL PETROLEUM NEWS 


Cleveland, © 


Ohio Oil Co. Continues To Buy Production 


Takes Over Last of Big Illinois Operator’s Stuff—Unique 
Defense Offered by Producing Companies in Suit 


(By Special Correspondent.) 

CARLYLE, ILL., Feb 8.—The Independ- 
ent operators are out of it entirely in the 
Carlyle field in the production line, therefore 
it is up to the Rockefeller interests to finish 
the work of development, and, according to 
reports, the prospecting is going to continue 

The last of the Independent producers here 
capitulated to the Ohio Oil Company two 
weeks ago. After the Surpass Company sold 
out the only one left was Shaffer and Smath- 
ers, and the people around here were of the 
opinion that these gentlemen had never formed 
the habit of selling their holdings, but it was 
a bad guess. The deal with the Ohio was 
made in Findlay, O., and no one here seemed 
the negotiations until the ofh- 

l The Carlyle 
end of the transaction is only the small end 


to be wise to 
cial notice came in a telegram. 


of it. S. and S. had a nice little production 
from thirteen wells on the Leo Deters farm 
of eighty acres, represented the northeast cor- 
ner of the field. The production from this 
lease was enough to pay back all the money 
invested in other leases, and leave a surplus 
after deducting drilling expenses. \ cash 
honus of $9,000 was paid for this lease. In 
addition to the production here the Ohio 
hought all of the holdings of the company 
in Clarke, Crawford and Lawrence counties, 
in the eastern Illinois field. Over in_ that 
territory Shaffer and Smathers have been 
operating for a long time, and had some fine 
producing property; leases on over four thous- 
and acres of land. The consideration is not 
known positively, yet it has been given out at 
a million and a half dollars. 
OHIO OWNS ALL. 

The Ohio is now the king pin in the oil 
production around here. The combined acre- 
age in the field is 1,876, but all of this is not 
good. I have included in this the leases on 
which there is one producer or more. On 
three tracts there is only one light one on 
each of the farms, and no further attempt was 
made to test out the territory in that  par- 
ticular neighborhood. The light production of 
from tive to ten barrels did not encourage de- 
velopment at that time. With the price of 
crude at $1.14 a barrel a well of that kind 
would now make the proposition look different 
The 150 producers are on farms in sections 
two, three, ten and eleven, forming the north- 
east corner of Wade township. The Ohio 
owns every lease adjoining the field on the 
east, south and west with the exception of 
the northwest corner. Just across the road 
west of the McCabe farm, section three, is 
the Louis Becker farm, and this lease is the 
property of Andy Bruner, et al. Along the 
north line there are three tracts not under 
lease to the Ohio, but a duster has been drilled 
on each farm. The above gives some idea of 
the way the field here is tied up in an S. O. 
sack. It is said the Ohio has been holding 
back until they obtained complete control of 
the situation, and that now all of the terri- 
tory will be drilled. The dope is also out 
that a number of deep tests are to be made 
in the field, the deepest yet drilled having been 


under 1,500 feet. The average daily monthly 
production is given a valuation of over fifty 
thousand dollars, and the wells are holding up 
good. 

How much it cost the Ohio to get control of 
the field is not known. The recent purchase 
was the seventh since the first well came in. 
The estimated cost of obtaining these prop- 
Even at 
that high price the investment is certain to be 
a dividend increaser for John D. and_ his 
brethren. 


AGAINST CREEK POLLUTION. 
Three damage suits pending in the Circuit 
Court of this county against the Ohio Oil 


erties is placed at a million dollars. 


Company ought to be of much interest to 
every producer in the country, and especially 
in Illinois. The question at issue is whether 
any person or company engaged in the pro- 
duction of crude has the legal right to allow 
oil and salt water to flow into a stream and 
Ever since the oil wells in 
the field north of Sandoval, Marion county, 14 


pollute the same. 


miles east of Carlyle, were opened farmers 
living along Lost Creek have been complain- 
ing about the pollution of water in_ that 
stream. Salt water has been flowing into the 
karm- 
ers who depended upon this supply for water- 


creek for several vears, also refuse oil. 


ing their stock had to dig wells, trees have 
been killed along the banks of the water 
course, and the tish died. The creek flows 
through Meridian township, thence down into 
Lake township. At the village of Shattue 
there is a water tank for supplying the loco- 
motives of the Baltimore & Ohio railroad. 
The railroad had to build a reservoir, and 
a local milling company had to abandon the 
use of the creek water. 

Suits have been threatened for several years, 
but nothing was done until last September. 
Hogan Bros. Mill & Grain Company, of Shat- 
tuc, and Louis Swagler and Daniel Cashman, 
farmers, have filed suits for damages against 
the Ohio. Each suit is for $2,000. The plain- 
tiffs allege: 

“That the defendant, having charge of a 
large number of oil wells to a depth of 1,600 
feet, upon and along the head of Lost Creek, 
and above the premises of the plaintiffs, and 
then and there well knowing that said oil 
wells so drilled would cause the overflow of 
large quantities of oil and salt water to flow 
out at the top of said wells and upon the 
lands, and into the stream, and down and 
over the premises of the plaintiff, casting 
large quantities of oil and salt water into the 
stream, and upon the lowlands of the plaintiff, 
thereby polluting and destroying the water 
for any stock, or pasture use whatever.” 

The cases were called for trial at the term 


of court just adjourned. The prosecution is 


being conducted by the firm of Ford & Jones, 
of Carlyle, while Abram Simons, of Bluffton, 
Ind., and States Attorney H. V. Murray, of 
this city, represent the defense. In_ behalf 
of the defendant company their attorneys filed 
a special demurrer to the declaration. The 
points in this were: 


BLAME THE WELL. 

“That the plaintiff does not show that th: 
defendant was in exercise of an unlawful o: 
unreasonable use of its property, by reaso 
of which use alleged wrongs were committed 
and damage resulted; that the plaintiff doc- 
not show that the defendant, by unlawtu 
means, forced, pumped, or by any other ar 
tificial means hoisted or forced the alleged 
oil and salt water into the stream, but it is 
shown by the declaration that said oil and 
salt water by its own volition found its way 
out of said wells and into said stream, o1 
streams; that the plaintiff does not show that 
defendant was engaged in an unlawful busi 
ness in the production of oil, nor that the de 
fendant was guilty of any careless or negligem 
act, or acts, causing the injury complained of ; 
that the defendant acted with malice, or negh 
gence, in the commission of said wrongful acts 
causing said injury; that said declaration is, 
other respects, uncertain, informal it 
sufficient.” 

Judge McBride, who was presiding, was nu 
given an opportunity to pass upon the de 
murrer, nor was it argued. A continuance: 
was granted by agreement of both sides unti 
the June term of court. If these cases ar 
once disposed of in the court here it is 
foregone conclusion that the path will lead t 
the higher tribunals, especially if damages ar: 
assessed against the Ohio Company. If. the 
would lose and pay the damages every farme: 
living along that creek would be after then 
with a big bill, and the trouble would not st: 
in this county either. It would affect oth« 
oil companies doing business in other fields 
in Illinois, therefore the suits are of miu 
importance to the members of the oil fr: 
ternity in general. 

The attachment suit filed by Contracto 
Frank Brandeberry against John Rock and 1! 
M. Backus, in the Circuit Court, was settle: 
outside of court. The claim was for $1,500 
the amount due for drilling a well on th 
Donnewald farm. The bill was paid by M: 
Rock, who was financing the proposition, an 
who lives in Cleveland. There was a slight 
misunderstanding or the bill would have bee 
paid promptly. The Cleveland man has cd 
cided not to make any more tests on th 
Donnewald farm, and perhaps the first mad 
will be the last in this county. 

FIELD WORK. 

The Ohio has completed No. 5, on the J. I) 
Wilken farm, recently purchased from. 
Surpass. It is a light one. Another we 
is being drilled on the McCabe farm by Con 
tractor Brandeberry. 

The Ohio has leased the William Sautmann 
farm, adjoining the west side of the field 
The lease will be tested out soon. In 1911 
a well was drilled on this farm, but it was 
only good for five barrels, therefore it was 
plugged. 

Since my last letter there has been quite an 
exodus of oil folks to Oklahoma. George 
Tyndale and family, A. M. Morehead and 
wife, Mr. and Mrs. John Walker, Mr. and 
Mrs. Charles Dearolph, Arthur Kunkle and 
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bride, George Stewart, William Doty. Joe 
Lytle and Bert Stewart moved to Ponca City. 
Morehead and were con- 
tractors, and the other went down to 
work for them. A. L. Derby, who has a lot 
of work ahead, the 


Tyndale 
men 


Messrs. 


induced bunch to make 
the move. 
There 


here. 


are now only two contractors left 


They are I. E. Brandeberry and Harry 
Hughes. They will probably be kept busy all 
of the coming summer drilling out the Ohio 
holdings. Mr. Hughes is in very poor health, 
his ailment being stomach trouble. 

W. G. Skelly and G. A. 
celled the lease they held on the 
Edwin Diekemper. It 


Forman have con- 
farm of 
contains 123 acres, is 
located a half mile cast of production, and a 
cash bonus of $10,000 was paid to land the 
lease. A duster has been drilled between this 
farm and the producing territory. 
ONE WILD CAT ONLY. 

The only wild cat test being made in the 

is on 


county a lot in the village of Bartelso, 


nine miles southwest of Carlyle. This is be- 
ing made by Riemann and Stephens, of Tren- 
ton, who were attracted to that territory be- 
cause of the showing in a number of wells 
drilled there in 1911. They found the sand at 
the regulation depth, but the oil was not there. 
The drilling will be continued for the second 
sand. They have leases on about three thous- 
and acres in the vicinity of the well. 
The Siva Oil Company shipped out their 
material from .\viston this week to Lawrence 


county. This company spent about forty 
thousand dollars prospecting for oil in the 
vicinity of Aviston with no results. They have 
cancelled all their leases. 

From reliable sources I have learned that 
the estimate given on the net protits of the 
Surpass Oil & Gas Company, which | gave 
last letter too Practically 
all of the stock in the company was owned 
by William M. Laird, J. P. Mathieu, Henry 


and Xavier Witmer, of Pittsburgh. 


in my was low. 


The com- 
pany was not organized until after the first 
well was drilled in here. Including the pro- 
ceeds of the sale to the Ohio the company 1s 
ahead $800,000, or about $200,000 for each of 
the above named gentlemen. 
work leases 
around Waltonville, Jefferson county. 


\ company is at obtaining 
They 
have over two thousand acres tied up, and the 
This 


place has been picked because of oil found on 


actual drilling is expected to start soon. 


the water in a creek. 
FOX GETS “TOUCHED.” 

Frank Fox, well known in this city as an 
oil man, an auto driver and an all around 
sport, was recently touched in Hot Springs 
for a $60,000 wad of wealth. lrank was let 
into a good thing by a fellow who wanted 


to get even with a gambling ranch at the 


springs. He put down $20,000 and pulled 
down $26,700. Then he tried it again and 
lost the roll. He returned to Terre Haute, 


where he was in business, got hold of $40,000 
and returned to Hot Springs to get even, but 


it was a dry hole and he went broke. lrank 
Fox was well known here, especially for his 
recklessness in handling an automobile. It is 


said that he stopped a poker game in Sandoval 
while he went after beer. The White City 
being the closest booze store, he jumped into 
his motor car, drove to White City, got a 
case of beer and was back in Sandoval, mak- 
ing the round trip in 22 minutes. He is the 


NATIONAL PETROLEUM NEWS. 


Phillip H. Brennan 


Are your lease lines accurately located ? 

A mistake in your boundaries may cost you 
thousands of dollars. 

We can settle your doubts. 

We have all the U. S. Government survey 
plats and data for the Mid-Continent field. 


Brennan & Rooney 


Contractors and Engineers 
Culbertson Building 
Tulsa, Okla. 


L. J. F. Rooney 


man who drilled in the first oil well in the 
Sandoval field and there got his start. If 
Fox is down and out he will bob up again 


somewhere. It is now said that he has proof 
the whole thing was a frame up to skin him 
and he has had the bunch at Hot Springs 
pinched 


Allendale, Ill., Is Still 
On the Toboggan-Slide 


(By Special Correspondent.) 
ALLENDALE, ILL., Feb. 8.—Down this 
way things are still on the toboggan in the 
production line in that the new wells are not 
increasing the supply. The pay dirt positively 


refuses to spread out, and there is much 


gloom on tap as a consequence. Dusters are 
even being found where the operator thought 
he had a because of the 


cinch on a well 


location close to good ones on the same leas« 
last 
drilled south, north, northeast, west and south 


Since my report dry ones have been 


west. The test on the Pixley farm, section 
7, Friendsville township, four miles west of 
the village, where there was a light showing 
The 


got a 


of oil, has been thrown into the discard. 
depth was over 1,600 feet. The Ohio 


duster on the Mary Prout farm, section 6, 
Friendsville township, and two miles west of 
production. Snowdens got a failure on the 
farm, section 16, Wabash town 
ship, half a mile south of the south end of 


the p< ol. 


Ella Crouch 


The Shaw Oil Company got a dry 
one on the Edwin Smith farm, which is pro 
ducing more oil than any other lease in the 
pool. This was quite a surprise since the 
have four good ones on the farm, a half mil 
south of the the Biehl 


original producer, 


\nother duster is on the J. b. Litherland 
lease, section 16, a half mile southwest of 
production. The Oldendorff test down near 
Mt. Carmel is a dead one also. Ji other 


operators can be induced to put up the coin 
a deep test will be made here, perhaps down 


to 3,060 feet 

the 
the 
pool and between the Allendale production and 
the rich This 
knocks all hope of connecting up the two 
fields into a cocked hat. 


drilled on 
farm, which is northeast of 


\ second duster has been 


Dan Ravatt 


field in Dennison township. 


Several new producers have been brought 
in within the defined territory, but these at- 
tract little attention. It will take a few out- 
side producers to revive the work of develop- 
ment away from production. 


TELLS A TRUE TALE 
OF A HUMAN ‘TOOL 


(Continued from page 31, column 1.) 


feet, and could not be secured in the usual 
manner. A Mr. Starkweather, whose busi 
ness was digging water wells, offered to go 
down in the hole and get the bit. In this 
case it was necessary to pump air into the 
hole for him while he was in there. He 
made three trips, and dug the bit loose and 
fastened it to the wire drilling line, so that 
It was easily recovered after he had been 
brought up from the hole. 


GOT $30 FOR RISKING LIFE. 
The securing of this bit saved the Dome 


Oil Company a lot of money, and would 
have been cheap at almost any reasonablk 
price Mr. Starkweather, 
asked how the company 
answered, “Thirty dollars,” 


be perfectly No 


however, when 


much owed him, 


and seemed to 


satisfied wonder some 
men die poor. 

As for the price received in the Texas 
well, it was a lot less than the job was 
worth. The writer never saw money enough 
to cause him to make a horn, or any other 
kind of a socket of himself 

Since the happenings set forth above the 
writer has seen an account in the Petroleum 
Gazette of a smilar instance, and that, too, 
Was 
The 


an account of 


claimed to be the only and original 


next number of the Gazette contained 
as given here, to 
show the first report was not the only in 
the kind. that the 


writer has heard of two other fishing jobs 


the facts 


stance of Since time, 


where a human socket was used 


l am not a candidate for the possession 
of the dog, however, and can refer any one 
who cares to get any further particulars of 
the mentioned Mr. Mack 
Dome Oil 
Company, at Santa Maria, Cal., and also to 
Mr. I. J. Goodwin, president of the same 


company, at the same address. 


here, to 
for the 


Cases 


Kerr, superintendent 


Mr. Editor:—After reading the article re- 
ferred to | thought perhaps you would at 
least be interested in the occurrences set 
“set them forth” for 
you to do as you see fit with them. 

With wishes for the National 


forth above, and have 


best Pe- 


troleum News, a Merry Christmas and a 
happy and prosperous New Year to it and 
Yours very truly, 

C. N. SHERMAN, 
30x 324, Hobart, Okla. 


to its editor, I am. 
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West Virginia Leases Now Come High 


Cleveland, O. 


Market Advance Puts Boom Value on Proper: 
ties—Large Amount of New Work to be Done 


By H. P. McGinnis. 
PARKERSBURG, Feb. 
West 
some as much as 100 per cent, during the last 
four weeks. 


8.—lrices on 


Virginia production have advanced, 
The prices on leases in fairly 
well defined and in proven territory have 
vreatly increased, 


more than the demand 


for them justifies, although there is a big 

demand for territory at the present time. 
That there will be much wild-catting in 

West Virginia the coming spring and sum- 


mer is certain. However, the wild-catting 


which is being started at the present time 
m the strength of the rise in the price 
f oil during the past two weeks, is by 
the amateur operator. The old oil men 
were planning their operations on the 
strength of the steady advance in the price 
f oil but 


when the sensational advances 
started to come they were inclined to look 
upon them with some disfavor. The his- 
and 


although they believe that the price of east- 


tory of the business is treacherous, 
ern oil will never be as low as it was one 
year they are not at the present time 


planning their operations at $2.50 oil. 


In the shallow sand fields in Wood, 
Wirt, Pleasants and other counties a 
large amount of development work will be 
done \ well can be drilled in these fields 


tor from $900 to $1,500, and there is a large 
amount of territory, tested and known to 
be good small wells, ranging from one to 
ten barrels per day and in some cases much 
larger 


DROPS SHOES FOR OIL. 


\ notable example of what can be done 
in the shallow sand fields of this county is 
seen in the development started about five 
miles from Parkersburg, by the Ridge Oil 
and Gas Company, about three years ago. 
The company was organized by J. R. An- 
derson, retail shoe man of this city. Mr. 
Anderson drilled a few small wells and 
they paid when oil was selling at $1.30. He 
kept drilling wells and they got bigger all 
of the time until finally one 100-barrel well 
was drilled in the Second Cow Run sand. 
This company has been paying monthly 
dividends of from 15 to 25 per cent for 
more than a year and stock in the company 
was worth more than $900 per share before 
the price of oil advanced to $2. Now it 
cannot be bought for any price. Fred Barn- 
hardt and other well known Parkersburgers 
are associated with Mr. Anderson in this 
venture. Some months ago Mr. Anderson 
disposed of his shoe business in this city, 
and he is now devoting his entire atten- 
tion to the oil business. He is one of the 
few men who made money from the start 
in the oil business. 

RITCHIE COUNTY QUIET. 

Ritchie county has furnished nothing sen- 
sational during the past month only several 
good producers in the vicinity of Mole 
Hill. The best well in this section was 
drilled by the Hope Natural Gas Company. 
It started off at 600 barrels per day but 
the production has 


declined. Leases in 


this vicinity are selling at $10 per acre, and 
even more. There are several Independent 
companies at work there. 

The Cairo Oil company has completed its 
test on the B. F. Indian 
creek, and it is good for a 15-barrel pumper 

The South Penn has shot its No. 16 on 
the Ritchie Mines tract, at 


Prince farm, on 


Macfarlan and 
it is good for 10 barrels per day. 

On run, in district, 
Bickel & Snyder have a good salt 
producer on the Sarah Simmons farm. 

Peebles, Leeton & Bunnell have a 5-bar- 
rel producer on the Phoebe J 
the Keener 


Murphy 
sand 


Hill farm in 
sand 

The Washburn Oil Company have a good 
in its No. 4, in the 
on the E. R. Richardson farm. 


WELL AT WHEELING. 
The Wheeling Natural Gas company has 
drilled a 


gasser same district, 


well near Belton, in 


good gas 
Marshall county. The well is the best ever 
struck in that section of the state for some 
time and it is very valuable as the gas can 
be disposed of at a good price. The well 
is said to be good for 1,500,000 feet of gas. 
Considerable drilling will follow in that 
vicinity. 


BUILD A NEW PIPE LINE. 


It has been announced unofficially that 
the American Refining company will build 
a pipe line Smithfield, Wetzel 
county, to Ritchie The 
company has been negotiating for the right- 


irom 
Cairo, county. 
of-way for the line for some time, and it 
is said that it has secured practically all 
of the right for the line now and will begin 
work shortly. 


CLOSED LARGE DEAL. 

The Belvard Oil & Gas Company, of 
Wayne, Wayne county, has disposed of its 
holdings in that section, amounting to 
about 10,000 acres of good gas land. The 
company has a production of 12,000,000 feet 
of gas per day. It was purchased by the 
United Fuel Company, the consideration be- 
ing $2,000,000. The holdings of the Central 
Wayne Oil & Gas Company, which was 
held by practically the same men, were 


also disposed of in the deal. The deal 
means extensive development in Wayne 
county. The gas will be piped to Louis- 


ville, Kentucky. 

N. W. Walton, well known throughout 
the West Virginia fields, was badly burned 
two weeks ago in an explosion at the 
Young well, No. 2, near Cairo, Ritchie 
county. The escaping gas at the well 
caught fire from the boiler and his clothes 
were ignited. His clothing was almost 
burned from his body. He will recover. 

Many Parkersburg oil men are interested 
in the shallow sand development near Ma- 
rietta, Ohio. Biszant and Blume have 
completed their No. 1 on the George Beck- 
er farm and it is good for about 3 barrels 
in the Goose Run sand. 

Kiggins & Company have completed the 


No. 1 on the McMahon farm on 


heirs 


Keas Run and it is showing for 2 barrels 
in the Maxon sand. 

The Fisher Oil Company has completed 
its test on the J. T. Nutter farm at Core, 
and it is good for 40 barrels in the Clinton 
sand. 

KANAWHA COUNTY DEFINED. 

There is nothing sensational in the de- 
velopment in Kanawha county this month 
Several small wells have been drilled but 
the territory has now bees well 
and the development is slow. 
been much 
well as 


defined 
Shooting has 
in this section as 

state. The old 
wells are being shot to stimulate their pro- 
duction while the price of oil is soaring 
and the new wells are being shot to keep 


in evidence 
throughout the 


them from decreasing in production. 


PERSONALS. 

A. D. McVey, superintendent for the 
Eureka Pipe Line Company, returned home 
Monday from Sistersville. 

Dr. W. S. 


business 


Keever has returned 
visit at New York. Dr. Keever 
and others are drilling for gas two 
from Parkersburg. 


from a 
miles 


J. H. Galoom, formerly of this city, re- 
turned from California a few days ago to 
spend some time with his old friends here. 
He will locate in British Columbia. 

George Sawyer, formerly of Cairo, has 
purchased a home in Parkersburg and will 
locate here. 

James and Bernard Deem, local oil men, 
are spending this week looking after their 
business interests in Calhoun county. 

C. I. Sarber has returned from a 
weeks’ visit at Charleston. 

S. Garrett, superintendent of the Phila- 
delphia Oil Company, located at Clarks- 
burg, spent several days in this city last 
week. 

A. Scherbel, of Tulsa, Oklahoma, who 
has been spending some time with rela- 
tives in this city, has returned to his home. 

Sam B. Siles is spending a few days in 
Pittsburgh. 

Frank Hare, of the Carter Oil Company, 
of Sistersville, was a business visitor in 
this city last week. 

A. L. Gilber, of Charleston, is with his 
family in Parkersburg. 

Godfrey L. Cabot, carbon king, of Bos- 
ton, who has large interests in West Vir- 
ginia, has applied for a franchise to sell 
gas in the city of Parkersburg. Attorneys 
representing Mr. Cabot and counsel for the 
city council, are preparing franchise 
which will likely be adopted soon 


two 


E. J. Allen, secretary and treasurer of 
the American Steel Package Company, of 
Defiance, Ohio, was in Cleveland, January 
9th, on a trip east to call on the trade, and 
also take in the New York Automobile 
Show, for be it known, Allen steers a buzz 
wagon over the country, and even he says 
the price of gasoline is getting “durned” 
steep. 
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Try to Develop Reservation 
North of Lander this Winter 


(By Special Correspondent.) 
LANDER, WYOMING, Feb. 6.—There 


is a determined effort being made by several 
lessees of oil land on the reservation to make 


The old Plunket 


well, about ten miles north of Lander is being 


a showing there this winter. 


pumped this winter by the California company 
which now owns the lease, and the large tank 


on the railroad, several miles 


from the well 
is now being filled, and another well being put 
down a_ short 


distance away. The oil from 


this well is heing used in a gasoline engine 
without being refined. 
A. short Hall of 


who was state geologist of this state under the 
last administration, and V. Hl. Stone of Lan 


distance away, Ed. Lusk, 


der, are preparing to drill another well. The 
rig should have been in shape to commence 


drilling this. week, but owing to the storm 
the work may he delayed several days 


A. Earl 


lease on the reservation in this same vicinity, 


has very recently acquired a 


not over twelve miles north of 
will drill as 
Oil is got in this section in 300 to 400 feet. 
and when the sand is first 


Lander, and 
soon as a rig can be secured 
struck the wells 
indicate them to be very heavy producers, but 


when the gas dies out they run under fifty 


barrels per day. Those who are now drilling 
are prepared to go down 1.000 to 1,500 feet 
The Lyman field, in Unita district, in the 


southwestern portion of the state, is now at- 


tracting considerable attention. This field 


practically undeveloped, although there has 
heen some little development work going on 
there for vears. 

Several Casper men have secured oil land 
leases on the eastern edge of the Shoshon« 
Reservation, near Riverton, and about twenty 
five miles north of Lander, and it is under 
stood they will begin drilling operations im 


This is what is known as the Al 
kali Butte field. 


mediately. 


Dr. Salathe of Casper, who had charge of 
the old refinery at that place fifteen vears ago, 
when the operations in the Salt Creek field 
were all being done by P. M. Shannon, has 
secured California capital and is now drilling 
on land adjoining the original tow1 


SILA 


Casper. The indications are very good 


In the Salt Creek, fifty miles north of Cas 
per, there were fifty-seven wells drilled last 
year, making a total of 123 wells in the field, 
102 of which are productive, twelve abandoned 
and nine drilling. These wells produce 12,000 
barrels of oil daily, and there cannot be over 
7,500 barrels of oil cared for at the refineries 
at Casper, to which place there are two pipe 
lines running. The Mid-West retinery is being 
enlarged as fast as possible. 
Standard Oil 


the name of the 


In Wyoming thi 
Company does business under 
Oil Compan 
and all orders for oil to this company are 


Continental 


filled from this retinery. During the vear the 


4) 
state received $20,257.20 as rovalties from the 
\lid-West Company for oil produced trom 
section 36 of the Salt Creek field. The rovalty 
is five cents per barrel. 


The Moorecrott field, in the northeastern 


portion of the state will enter the tield of pro 


ducers Near Sundance several wells were 


drilled during the year of 1912 

The Texas Company have entered the state, 
and will make their headquarters at Cheyenne 
It is understood that they will compete with 
the Continental or Standard for not only the 


crude oil, but for the business of the state 


From South Dakota comes a report in the 
proposed revision of the oil inspection laws, 
effort will be winter to have 
kerosene and gasoline put up in original pack- 


this 


ages and labeled as by their tests and gravity. 
The state oil inspector’s report for 1911-1912 
that $1,978.66 was collected in the 
Black Hills district of the State and all of 
it disbursed for expenses; while in the north- 
ern district $9,034.65 was collected. $3,632.13 
was spent for expenses leaving a balance of 


$5,402.52. 


shows 


J. V. Throop, manager of the Grand 
Rapids Oil Company, Grand Rapids, Mich., 
17th, on 
He had visions of buying 
and walking most of the 
trains from the oil country 
where he had been were-tied up by snow, 


stopped in Cleveland, December 
his way home. 
a snow shovel 


way, as the 


and prospects were of still deeper snow up 
in Michigan. The last that 
Throop finally got home. 


reports are 


pacity. 


DENVER, COLO., 
1718 California St. 


STEEL TANKS and PLATE WORK 
“GRAVER 


NEED NO INTRODUCTION TO THE 


‘Independent Dealer’’ 


AS THEY HAVE BEEN 


‘*Favorably Known”’ 


EVER SINCE THE DISCOVERY OF OIL 


We are carrying in stock, for prompt delivery, station tanks of from 12,000 to 20,000 gallons ca- 
Our prices will interest you and our construction will meet with your instant approval. 


WE MAINTAIN AND OPERATE OUR OWN 60-FOOT CARS 


Large Field Tanks andRefineries 


A SPECIALTY 


WM. GRAVER TANK WORKS 


EAST CHICAGO, IND. (148th and Todd Ave.) 


SALT LAKE CITY, 
109 West Second St. 


Large Oil Storage Tank—All Steel Construction 


LOS ANGELES, CAL., 
312 Security Bidg. 
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Waverly ‘Oil W orks Co., Pittsburgh, 


GREASES, SOAPS, POLISHES, ETC, 
Advance Grease & Chemical Co., Jackson, 


Bell Oil Co., St 48 
Girard Chemical Co., Buffalo, N. Y...... 6 
Moore Oil Co., The, Cincinnati, O....... 55 
Phoenix Oil Co., Cleveland, O......... : 25 
Stevens Grease and Oil Co., Cleveland, O.. 5 
Union Petroleum Co., Philadelphia, 
Inside first cover 
Warren Lubricant Co., Buffalo, N. Y..... 7 


FULLERS’ EARTH, SODAS, HEAVY 
CHEMICALS, ETC. 
Clark Co., the Fred G., Cleveland, O.Back Cvr. 


Lester Clay Co., Jac ksonville, are 53 
W. H. Barber Agency, Minneapolis, Minn.. 13 
©o,, Werren, PA. 47 
ROOF COATING AND PAINTS, 
Atlantic Paint Co., Cleveland, O.......... 15 
Eagle Paint and Varnish Co...........0. 12 


STEEL BARRELS. 
American Steel Package Co., Defiance, O. 

Cleveland Steel Barrel Co., Cleveland, O.. 23 
Detroit Range Boiler Co., Detroit, Mich... 3 
Draper Manufacturing Co., Cleveland, O. 

Meurer Bros. Co., Brooklyn, N. Y........ 8 
Pressed Steel Tank Co., Milwaukee, Wis... 18 
S. F. K. Steel Bbl. Co., Cleveland, O...... 11 
Stover Gas Machine Mfg. Co., Freeport, Il. 11 
Toledo Steel Barrel Co., Toledo, O...... 16A 
Wm. B. Scaife & Sons Co., Pittsburgh, Pa. 43 

WOOD BARRELS. 
A. M. Welti & Bros., Cleveland, O........ 13 
CANS, PUMPS, TANKS, ETC. 
American Can Co., New York............ 
20 
St. Louis Tin & Sheet Metal Working Co., 

St. Louis, Mo, 

Western Oil Pump & Tank Co........... 10 


TANKS, STILLS, AGITATORS AND REFIN- 
ERY WORK. 

Warren City Tank & Boiler Co., Warren, O. 26 

Wm. Graver Tank Works, East Chicago, 


Wm. B. Scaife & Sons Co., Pittsburgh, Pa. 43 
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(ermal American Car Co., Chicago, 11) 
Foundry Co., Warren Pa 51 
TANK WAGONS, 
HW. Bolwerk & Bros., St. Louis, Mo 15 
FAUCETS, 
ton Brass Works Newark, N. J " 
TRAFFIC INFORMATION, 
Traffic Service Bureau, Chicago-Wash- 
HY DROME TE RS, THERMOMETERS, TC. 
Carbondale Instri iment Co., Carbondale, Pa 
C. J. Tagliabue Mfg. Co., New York City 
Hohmann & Maurer Division, Taylor In 


strument Co.’s Rochester, N. Y 4 
BANKS, 
Exchange National Bank, Tulsa, Okla 
NATURAL GAS GASOLINE. 
Riverside Oil Co,, Pittsburgh, Pa. 
Penn Gasoline Co., Grove City, Pa. qs 
O Co., Norristown, Pa 
OIL BROKERS. 
lames I. Berryv’s Sons Co Mil Cit Pa 
SAMPLE CASES, 
Cleveland Leather Goods Co., Cleveland,O 
STENCILS. 
The Dickey-Grabler Co., Cleveland, O 


LABORATORIES, 
Indiana Laboratories Co., Hammond, Ind 
CUTTING COMPOUND. 


Advance Grease & Chemical Co, Jackso1 


(Jirard Chemical Co., Buffalo, N. 6 
ENGINEERS AND SURVEYORS 
Brennan & Rooney, Tulsa, Okla... 39 


SOLUBLE OIL. 
Advance Grease & Chemical Co., Jackson, 
WELLE SUPPLIES, 


Texas Supply Co., Beaumont, Tex 


INDEPENDENT OIL ASSOCIATIONS. 


The National Petroleum Association 
Hendqvarters and Office of Secretary and 
Traftic Manager, 1017-1019 Rose Bldg., 
Cleveland, ©. 

President, William Muir, Pennsylvania Par- 

affin works, Titusville, Pa. 

First vice president, Louis Carruth, Can- 
field Oil Co., Cleveland, O. 

Second vice president, A. C. Woodman, 
Union Petroleum Co., Philadelphia, Pa. 

General counsel and secretary, C. D. Cham- 
berlin, Rose building Cleveland, O. 

Treasurer, E. H. Anderson, Pittsburg Oil 
Refining Company, Coraopolis, Pa. 

Recording secretary, H. G. Eaton, Superior 
Oil Works, Limited, Warren, Pa. 

Traffic manager, F. W. Boltz, Rose build- 
ing, Cleveland, O. 

Trustees. 

William Muir, W. E. Wall, Fred G. Clark 
Co., Cleveland, O.: A. C. Woodman and Louis 
Carruth and W. A. McCafferty, Emery Mfg. 
Co., Bradford, Pa.; H. A. Logan, United Refin- 
ing Co., Warren, Pa.; S. Messer, Emlenton 
Refining Co., Emlenton, Pa. 


Cleveland, O 
The Independent Petroleum Mar- 
Kketers’ Association of the 


United States. 


Headquarters and Office of Secre- 


tary, Rose Bldg., Cleveland, 0, 


President—W. H. Barber, The W. H. Barbes 
y, Minneapolis, Minn. 

First Vice President, F. E. VanTilburg Oib 
Co,, Monneapolis 

Sec 1 i President—W. D. Simmons, 
Viscosity Oil Co., Chicago II1. 

Third Vice President, A. E. Roblee, Atlas 
Oil Co., Cleveland, O. 

Treasurer—H., C. Mather, The Moore Oil Coa., 
Cincinnati, O 

Secretary, W. C. Platt, Rose Bldg., 
land, QO, 

Sergeant-at-Arms, G. J. Steigerwald, Fred 
G. Clark Co., Cleveland, O. 


Cleve- 


EXECUTIVE COMMITTER, 
Chairman—A. J. Stevens, Stevens Grease & 
Oil Co,, Cleveland, O. 

J. L. Walsh, Great Western Oil Co., Cleve- 
land, 

A, J. Callaghan, Advance Grease & Chemical 
Co., Jackson, Mich. 

A. H. Caward, The Hawkeye Oil Co., Wa- 
terloo, Iowa. 

A. H. Wieman, Freeport, III. 

T. J. Gay, The Gay Oil Co., 
Ark, 

FF, E. VanTilburg, VanTilburg Oil Co., Min- 
neapolis. 


Little Rock, 


(Next Annual Meeting, Cleveland, O., Summer 
of 1913.) 


Western Petroleum Refiners’ Association, 
Office of Secretary, Tulsa, Okla, 
President, W. H. Isom, Cudahy 
Company, Chicago. 
Vice President, Frank B. Fretter, National 
Refining Company, Cleveland, o. 
Treasurer, L. L. Marcell, Chanute Refining 
Company, Chanute, Kans. 
*, Martin, Chelsea Refining 


Refining 


wecretary, C. F. 
Company, Tulsa, Okla. 

Executive Committee: Andrew Benson, 
Petroleum Products Co., Independence, Kans.; 
W. D. Richardson, Sapulpa Refining Co., Sa- 
pulpa, Okla.; D. W. Moffitt, Kansas Oi) Refin- 
ing Co., Coffeyville, Kans.; and J. S. Cosden, 
Southwestern Refining Co., Tulsa, Okla. 


How Winona Fixes ‘Em 


\ shining example of how the average 


city council, following the advice of the 
average insurance man or so-called tire pre- 
vention association, regulates the storage 
of petroleum and its products, is shown by 
the action of the city council of Winona, 


Minn., taken Feb. 3, of this year following 


an inflammatory speech in that town the 


month before delivered by the president of 
the Minnesota Fire Prevention Association. 

Winona may think its regulating the stor- 
age of petroleum and its products, but its 
not, only gasoline and kerosene, and of 
that regulation its extent, etc., there is con- 
siderable doubt. 

What Winona has done, under the care- 
ful (?) guidance of this fire prevention of- 
ficial is, 

Reduce the free time on railroad cars 
containing the light products from 48 hours 
to 24, irrespective of whether they are intra 
or interstate shipments, or whether they are 
going straight through the town by rail 
not. 

Permits the storage INSIDE of any kind 
of a house under any kind of conditions 
TEN gallons of 


gasoline. 


Issues only revocable permits for the 
storage of greater quantities, the permits 
being limited anyway to a year 

Requires underground storage in 250 gal 
lon tanks of 12 guage, whether Birming 
ham or U.S. 


gauge is not stated, of gerater 


quantities than ten gallons of gasoline or 
100 gallons of burning oil. These under 
ground tanks are to have their vents open 
ONLY when being filled, the wise and far 
seeing city council and fire expert (7) pre- 
sumably desiring that all tanks should col 
lapse when being pumped out, so that new 
tanks will have to be installed for each 
filling. 

pipes to these tanks shall drain 
toward the tanks. Your pipes 
ing can drain any old way, so far as the 


“Supply” 
for empty- 


ordinance is concerned. 

The ordinance presumably seeks to leave 
entire regulation at any time, irrespective 
of its merit or demerit, with the city coun- 
cil, the local fire marshall being authorized 
to keep his eye on the storage and re- 
port anything he thinks is “unsafe.” 

BARS “EXPLOSIVE” ONLY. 

The ordinance makes no distinction be- 
tween the jobber, garage, or house owner, 
nor whether the storage is in or outsian 
fire limits. 
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The first clause is a bird, prohibiting the 
storage of “any greater quantity than ten 
gallons ot crude petroleum, gasoline, 
naphtha, benzine, camphene, spirit gas or 
burning fluid containing any mbiealrtat 
burning fluid containing any material of an 
explosive character, or any greater quantity 
than one hundred gallons of retined oil, 
kerosene or other products for illuminating 


purposes, of coal, rock or earth oils.” ex 


cept as afterward provided 


Strictly speaking this ordinance does not 
apply to gasoline at all unless you put dy 
namite, notriglycerin or some other “ex 
plosive material” in it, because gasoline it 
self is not explosive, as all scientists have 
held it being a mixture of gasoline vapor 
and air in certain proportions anduntluid 
that is explosive. So exactly speaking the 
ordinance applies only to kerosene, provid 
ing the court does not hold that kerosene 
being named, in effect—burning thuid”’—in 
the first clause 1s effected only when con 
taining dynamite, nitroglycerin or othei 
“explosive material.” News reports from 
Winona say that this ordinance regulates 
all products but there is nothing in- the 


ordinance itself to indicate that 


\s showing the terrible 1gnorance of in 
surance man, city official citizen at 
large, of gasoline, is the permission for the 
householder to keep ten gallons of gaso- 
line anywhere he wants to in any kind of 
container. Of course the average house- 
holder won't buy that much but the idea 
of letting him, 1f he wants to, 1s abso 
\ hundred gallons of kero 
sene for the householder is bad also. ot Bh 


lutely criminal. 


these features show entire ignorance of the 
fact that the great hazard from handling 
the light ends of petroleum is when its 
being done by the ignorant, the house 
wife, the kitchen maid and the house owner 
himself. Reports of tire marshalls and oi} 
inspectors of various states show that the 
greatest number of tires from petroleum 
occur in these risks and. solely through 
sheer ignorance of the product and care- 
lessness. But these officials all level their 
attacks at tank storage regardless of the 
fact that this is a less fire hazard than 
your householder and his ignorance and 
carelessness. 

The agitation in Winona started in the 
usual way. President Schimmell of the 
Minnesota Fire Prevention Association, in 
a series of fire prevention talks at the town 
opera house .,charged that the Standard 
Mil plant in Winona was a fire menace to 
the whole business section of the city ana 
declared that if tire ever started there it 
would likely mean loss of life as well as 
property. Just what the situation is at 
this particular Standard Oil plant this paper 
has been unable to learn, but if its like most 
of the other Standard plants its far safer 
to the public at large than the average 
kitchen mechanic with her can of gasoline 
or kerosene—the latter especially when she 
starts the kitchen fire with it. It appears 
that the Standard: at Winona, according to 
reliable reports, carried in above ground 
storage the enormous (?) quantity of 110 
gallons of gasoline and sixty barrels of 
lubricating oil. This last was condemned 
with equal vehemence and it is reported 
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Do you know why experi- 
enced steel barrel users buy 
the “‘Scaife’”’ Barrels instead 
of others? 


Ask any one of them; and 
they will tell you that ‘‘ Scaife 
Barrels are the best.”’ 


26 Cortlandt St. NEW YORK 


Stronger than any other barrel of 
equal weight. 


Ask some manufacturer of cheap bar. 
rels to quote upon galvanizing them with 
Prime Virgin Spelter (Pure Zinc). He 
will try to tell you his coating is “just as 
good’’; but such is not the case. 


Other so-called “‘galvanized” coatings 
are vastly inferior and are used only be- 
cause of their cheapness. 


Even the steel in our Barrels is made 
according to our own specifications. 


Wm. B. Scaife & Sons Co. 


(Founded 1802) 


PITTSBURGH, PA. 


NATURAL GAS GASOLINE 


WHERE TO BUY IT 


THE PENN GASOLINE COMPANY 


GROVE CITY, PA. 


Vacuum Treated Natural Gasoline Blends. 
Superior Gasoline Motor Fuel. 


YOU WILL EVENTUALLY USE IT 
UNBLENDED HiGH Gravity CONDENSATES 


the company will reduce this stock to fif- 
teen barrels. If all this is true, how the 
Standard Oil Company ever will make any 
money out of that station is a wonder. 
Here’s another little feature that Winona 
overlooks, if it ever is going to be the 
burg its boosters probably predict, its go- 
ing to cost its citizens a few dollars extra, 
this limiting the size of underground stor- 
age to 250 gallons per tank. Such small 
units will prove the most expensive prop- 
osition Winano has put up for some time 
and likewise making them so small, and 


$20 WILL GET 


your name, address and product be- 
fore the entire jobbing and refining 
world, for one year, in this directory. 


STRAIGHT HIGH GRAVITY STOCK 
Or Blended with Pennsylvania Gasoline to 
63-64, 68-70 or 74-76. 

Prompt shipment Tank Cars or Drums. 
ENSIGN OIL CO., Inc., 

Offices, NORRISTOWN, PA. 


hence so numerous, the danger of leakage 
and seapage into sewers, cellars, ete. is 
greatly increased. 

So taking it by and large, Winona has 
sure done itself proud, by heck. 
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Cudahy Refining 
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Cleveland, O. 


PETROLEUM 


From High Grade OKlahoma Crude Oil 
Gasoline—Naphtha—Burning Oils 
Neutral and Auto Oils 


Cylinder Stocks 


Paraffine Oils 


Flux and Road Oils 


General Office 
1413 Harris Trust Bldg. 
CHICAGO, ILL. 


Paraffine Wax 


Refinery 
COFFEY VILLE, 
HANSAS 


Experts Criticize Talk on Lubricating Specifications 


Engineers at meeting of Pennsylvania Engi- 
neers Society discuss paper by A. 


Considerable difference of opinion was expressed by the members of the [ngin- 


eering Society of Western Pennsylvania 


superintendent of 


the meeting addressed by A. B. Smith, 
the Paragon Refining Company of Toledo, on the subject of “Pur 
chase of Lubricating Oils by Specitication.” 


Mr. Smith's paper was printed in full in 
] 


The News last month, and the discussion that followed is given herewith. Mr. Smith 


pointed out the dangers of selling oil by specification, and yet in a measure the neces 


sity of having some specifications. 


\fter his talk we printed the discussion of his paper given by Dr. Rk. H. Conrad 


son, chief chemist of the Galena Signal Oi] Company of lranklin, Pa.. who elaborated 


on many points brought out by Mr. Smith. 


All this was presented at the October 


meeting of the Mechanical Section of the Engineering Society, and is published in 


volume 28, No. & page 696 and on, and the discussion following Dr. Conradson’s re- 


marks is: 


Mr. J. Ablett—I was very much inter- 
ested in the paper of Mr. Smith, and while, 
like Mr. Conradson, I do not agree with every- 
thing in it, yet on the whole it presents the 
subject very fairly and very thoroughly. 

He concentrates his discussion entirely up- 
on oils made from Pennsylvania crude, and 
1 would assume from the paper that it also 
applies to the method of manufacture. It does 
not take into consideration paraffine oils, which 
belong to the same family that neutral oils 
do, to which Mr. Smith alluded as being the 
oils best adapted for automobile use, ete. 

[ think you will all agree that so far there 
has not been a crude oil discovered that pro- 
duces as satisfactory a cylinder oil as the 
Pennsylvania crude does. Therefore it is very 


clear that oils, as other materials, are of differ- 
ent values. 

When a man says “oil is oil” he might just 
as well say “cloth is cloth,” and go in and 
buy a suit of clothes for $10.00 and think 
he is going to get as much value as if he 
pays $40.00 or $50.00. I think we usually 
deal with fair-minded people and get just 
about what we pay for. 

We ought not to forget that the majority 
of paraffine oils made from western crudes 
have a place in the market just as Pennsyl- 
vania oils do; if they did not the price of 
oils would be very high. Consider the oils 
in the paraffine family, engine oil, particularly. 
As you probably know, it is an oil produced 
by distillation. It is put through various other 


D. Smith 


processes and the wax is eliminated, just as 
it is from the neutral oils. Some of these 
oils are finished with chemicals and others 
by filtration; you get a much heavier gravity 
in the paraffnes than in the neutrals, but 
about the same flash, and as a rule a higher 
viscosity; and for some purposes the paraftines 
are very satisfactory indeed, and are better 
suited for some purposes than the neutral 
oils, 

Beware He Who Sells 

Wrong Kind of Oil. 

One great difficulty we, as oil men, have 
had to contend with in the past is that in 
very many cases the proper oil is not applied. 
Some one comes along who is_ naturally 
anxious to make a sale, and tells the pur- 
chaser he must have an oil of certain tests, 
or conveys the idea that they must have a 
very viscous oil, when a lighter bodied oil 
would do the work very much better, etc., and 
in many cases a wrong oil is introduced. 

In the process of manufacture cylinder oil 
is produced in a very different manner from 
engine oil. You cannot make a good cylinder 
oil which has a thin body; and if you could 
it would not be suitable for cylinder lubrica- 
tion in large engines; but engine oils, or ma- 
chine oils, for exterior lubrication are usually 
fluid oils which will flow freely at from 25 
to 30 deg. Fahr. 
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It is not always the price of an oil that de- 
notes its value. A low priced oil for some 
purposes is better than an oil for which we 
would pay a higher price. An oil must be 
adapted for the purpose for which is is in- 
tended. If we have an open bearing, a heavy 
viscous oil should be used which will not run 
off the bearing too quickly; we 
thing that will 


want some- 
stay, not a light-bodied oil 
which is suitable for running machinery at 
2,900 or 3,000 Tr. p. m. 


We also have to consider the people who 


use the oils. The gentleman preceding me 
(P. H. Conradson of the Galena Signal Oil 


W orks ) 


the oils the users could not find out. 


said there were some things about 
People 
who spend years to educate themselves to 
produce certain oils that are suitable for ma- 
chinery under peculiar conditions could hardly 
be expected to publish their knowledge broad- 
cast. If they did the users could not all ab- 
than I could if | 


tried to absorb the engineering profession in 


sorb it any more readily 


six months, from books 
There are some things about the oil busi- 


ness that we even do not know. The secret 


of putting oils together is a good deal like 
is only natural that the manufacturer should 
know more about his own business than the 


ordinary mechanic, who has been educated 


lines, and sometimes the me- 
little 


ferring to the subject of emulsion which was 


along other 


chanics are just a unreasonable Re- 


brought up. With oil that contains no im- 


purities and which has not been chemically 


treated, one cannot produce an emulsion. But 


when mixed with a little water from your 


boiler, in which you are using boiler com- 


pounds, or should grease, or something of 
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that kind get into the oil and it is kept stirred 
up and circulating through the oiling system 
oil that looks like 
Then it is blamed 


with water, we will get an 
soap suds in a little while. 
on the oil, and we wonder why such a thing 
1S possible. It is possible but it is not the 


oi that causes the trouble. 


The oil 


engineers, and we are 


men need the assistance of the 
only too glad to help 
them and have their help through any of these 
difficulties; for you know it is neither pleas- 
ant nor profitable to us when we have to send 
a man out to adjust complaints, and the oil 
is oftentimes blamed for conditions for which 


it is not at all responsible. 


[ should say that Mr. 
mostly on the 


Smith’s paper was 
subject of specifications. If 
users adhere strictly to specifications they are 
going to be misled, bécause there are oils 
which we can sell for half the price of others, 
which will often meet the specifications, but 
the man who could produce a better picture 
asked how he 
mix them with 
I do not mean by this that the oil 
men know any more than the users; but it 
would not be at all suited to the 


Specifications, as a rule, are for the 


than other artists, and when 
mixed his paints, replied, ‘I 


brains.” 


work 
quired. 
guidance of the manufacturer, to enable him 
to produce uniform products, and the labora 
tory 1s a necessary appendage to the retinery 

Mr. T. R. Cook. I am sorry to hear the 


number of objections raised to the formation 


of specifications. I am sure with the multi 


tudinous brands, claims and prices of oils 


offered by the oil companies, that the con 


sumer would be much more contented if he 


could have a specification whereby he could 


45 


get an oil to answer the particular purpose 

he desires it for. 

P. R. R. Still Uses 

Dudley’s Specifications. 
Dr. M. E. McDonnell 


we have from the producers, tt 


\fter the able talks 
listened to 
would be very difficult for me to add any- 
thing, especially with any degree of confidence 
that what I say might not be contradicted. 
The oil producer knows what he has in his 
oil and where it is from and how it is com- 
pounded. The chemist in the laboratory has 


to find out these points and sometimes he 


may be in error as to what he is actually 
dealing with. 

paper and the 
\blett 


dificult to write a reasonable 


| certainly agree with the 
statements of Dr. Conradson and Mr. 
that it is very 
specification. We might get an oil that would 
be satisfactory for a certain purpose and write 
specifications to cover that particular oil, and 
afterwards find another oi] that would not 
pass those specifications, from a different field 
or produced by a different method of refining, 
that would give satisfactory results 

Dr. Conradson has stated that Dr. Dudley, 
the late head of our department, devoted his 
wrote a 


lifetime to specifications and great 


many that were very efficient. Specifications 


for oils in our department have not advanced 
very much since his time To illustrate the 
difficulties encountered in drawing up an oil 
specification, it might not be out of place to 
refer to an experience with our burning oil. 

150 deg nl, 


a specification for which 


was prepared by Dr. Dudley and adopted by 
the railroad company some years ago. For a 
mg time this appeared to be 


as Mr. Ablett knows, 


specilication 


entirely satisfactory, but 


REFINING 


NEW YORK 
NEW ORLEANS 


REFINERS OF 


OKLAHOMA AND TEXAS PETROLE!'M 


HIGH GRADE 


Engine Naphtha, Painters’ Naphtha, Kerosene, Stove Gasoline, Gas 
Oil, Fuel Oil, Paving and Roofing Asphalt 


Our Kerosene and Gasoline are Manufactured from High Grade Oklahoma Crude Oil 


LUBRICATING OILS 


CYLINDER, 
HIGH VISCOSITY 


General Sales Office, PITTSBURGH, PA,, U. S. A. 


ENGINE, 


District Sales Offices 


PHILADELPHIA 
HOUSTON 


Write and mention National Petroleum News 


CORDAGE 
LOW COLD TEST 


ATLANTA 


BOSTON 
TAMPA 


: 
a 
: 
ese ime 
ers 
ity 
put 
“ed 
ter 
ral 
= 
in 
ed. 
a 
( il ; 
nd 
ym 
ler 
ld 
Ca- 


Greases and Specialties of Interest to Jobbers: 


AUTO CUP GREASES 


TRANSMISSION GREASES 


BELT STICKS 
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THE CANFIELD OIL 


General Offices, CLEVELAND, O. 


Grease and Specialty and General Compounding Works: Cleveland, O. 


REFINERIES) c_eEvELAND, Oo. 


SPECIAL HIGH M. P. GREASES 
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care of the variations in temperature which 
are enc intered 11 1 rheat 


Westinghouse People 
Find Brands Necessary. 
Mr. T. D. Lynch. We, als 


have had ereal 


1 our attempts to prepare a sat 
wctol catl f ubricating oils 
un such i rom. the 
n ( 1 would 
e essential pot 
Sapp 
4 vl 
Cl i 1lica 
unt nec T 
| V1 1 
ect 
CX art 1 
bri 
i] ( li ( 
il T 
1 the re 
r¢ i 
lf 
er prove iti 1 
] 1) ny} 
( we s¢ r¢ i 
CT ta | SS ( 
ur eX] lence il 1 tl 
formation about the source of raw material, 
physical and chemical properties and such 
other data as may be properly secured from 
him Phus we select one or more brands suit- 
able for our service and eliminate those of 


an unknown quality 
\\ as 


supply, 


nsumer.rs, desir¢ more than one 


source of therefore more than one 


manufacturer's brand must be adopted for a 
given service 


This is in brief our plan of operation in 


the absence of a specification and because of 


INDISPENSABLE 


IN THE PROPER 
HANDLING OF YOUR 


TRAFFIC 


—THE— 


Traffic World 


—AND— 


Traffic Bulletin 
SPECIAL FEATURES 


TARIFF SECTION. Giving 
Advance Notice of every 
Rate Change as Filed with 
the Interstate Commerce 
Commission, by the various 
Carriers of the Country. 
COMMERCE COMMISSION 
DECISIONS. Every one of 
them printed in full. 
COURT DECISIONS. All of 
the important ones, which in 
any way affect traffic. 
LEGAL DEPARTMENT. By 
means of this, Subscribers 
may have their difficult 
traffic problems solved for 
them. 


WANT TO KNOW MORE? 


WANT TO SEE A 
SAMPLE COPY? 


DROP US A POSTAL. 


The TRAFFIC SERVICE BUREAU 


418 So. Market St. 506 Colorado Building 
CHICAGO, ILL. WASHINGTON, D. C. 
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the absolute need for some che ck on ate rial le st 595 cle Y lfahr ()1] with a flash test nder wl cre 
purchased that high is not required even in- cylinders 150 Ibs. Some 
Let me say further that we have made “pet where superheated ste Ss us Phe proper S » 
formanet ur slogan when securi tor team linder is roug heat 
special material or when writing specifies al t idmitting the oil into the steam line With the py 
tions on which to order material, not for oils just before the steam enters” the. cylinder ne temperature of 666 deg.. the engime was 
. alone it tor every kind and class of ma he lis then atomized, not vaporized : vn, the steam est head quickly re 
tert into thousands of atoms. The 1 ! ed, and 1 having a flash point of but 
\l] intormation obtained is correlated and the fort ota Im intervenes between. the 11 eg. was found in the steam chest = 
i ch permanent form as will enabl pistol nd piston walls of the cylinder, tl id state 
is to test the material and guide us in the valve and the valve seat. reducing tri 
performance we may expect. We often tind yr t e of the oil a 
necessary to look into composition, methods cant. We know that steam under a pressu 
! manutacture, treatment. but after all 100 s. to the sq. in. has temperatut 125 wee th pitt 
timate object is performanes Phi deg. Fahr.. at a pressure of 125 1 f ascertaining their relative values t 
jlicst vith us is what will the material d deg ind at 150 Ihs.. 367 deg My ex Phe engine was nnecté 
” . and will it) meet cc perience has been that an oil with atlas mean f a belt to a generator All the 
Noni f about 515 dee. will atomize much better the 
Chief “Trouble Man” those steam pressures than it will) witl of \iter the 
Expounds on Oil Evils. higher vaporizing pomt. | have found ler of the engine and other parts wer 
lr H. Garlick. oam not a manufa with an exceedingly high flash point do known to be perfectly lubricated, the load was 
not atomize well. and that much f it the engine and indicates cote 
ie wast fifteen veace 1 have. heeh. casloved thrown out the exhaust pipe taken simultaneously from both ends of the 


the large oil manufacturing cor Favors Oil That Will ' nder \ series of these cards were cart 
: cer! n adjusting the difficulties that occu Always Vaporize in Steam. fully measured, and it was found that 1+ 


} 


n with the use of lubricants, and \s | said before, there is no necessity for horsepower was required to overcome — the 
als testing the same to ascertain. thei exceedingly high flash point in_ th friction of the engine and generator with all 
value for the purpose of overcoming frictiot ‘sed for the lubrication of cylinders using parts perfectly lubricated. The load was then 

: | gree with Mr. Smith in his. state iperheated steam We know that water throw n the engine which was operated tot 
ment that the ordinary specitications covet porizes when im an open vessel at a ten (5 hour during which 1 cylinder oil was 
spr gravity, the flash, burning pom*t perature ¢ f 212 deg.. but when contined und pernutted to enter the vliinder, the thes 
i scosity of oils do not determine the a pressure of 70 Ibs. per sq. in., at least 3001 hearings of urse being Ivbricated in_ the 
valu the oil as a lubricant \ e kind | before the water bursts into steat ‘al manner. At the end of that period of 

t ‘ | used, and the manner retining | re principle holds good with oil Phi time the load was again thrown off and 
re important tactors 1 porizing point is ascertained witl ! irds taken as fore Thes ird 
! ge oO the vessel opened to the atmosphere, and we showed that 27 horsepow were required t 
t. however, agree with him that vy that oil having a vaporizing point a rcome the frictt f the engine and the 
shoul: i flash cs 1 i low } t vaporize en when 1 was being 


Mines—Quincy and Jamieson, Florida—2 Mills 
FLORIDIN 


Miners and Manufacturers of Highest grade Florida Fullers Earth 


Powerful Bleaching and Filtering clay, for animal, vegetable and mineral oils, Cylinder, 


Neutral Oils, Wax and all Petroleum Products—Unquestionably Superior to Bone-Black i 
SAMPLES AND PRICES UPON APPLICATION 
WARREN, PA., STORAGE. FOR SMALL ORDERS ‘ 


General Offices, Warren, Pa. Cable Address | Warren, Pa., “Floridin” : 


European Office, Bremen,Germany Bremen, Germany, “Silicat” 


| NO AGENTS. ALL GOODS SOLD DIRECT TO CONSUMERS 


| 
‘ 
4 


\ 
18 
()y . was then used in the 
1 rate of 12 drops minute for 
15 ‘ vl ( ds were again taken 
| showed that 24 horsepower was re 
quired 1 ercome the friction of engine and 
when imyq tly lubricated. With 
mder oi the friction was reduced 
irsepower. .\ return to the high grad 
ra period of tifteen minutes at the rate 
lrops per minute resulted in the fric 
mM aga eing reduced to 18 horsepower 
\ splendid object lesson on the necessity 
perfect cvlinder lubrication can be had with 
the ordinary duplex boiler feed pump. After 
shutting off the oil supply to the cylinders 
these pumps for at least three hours, note 
the number of piston” strokes per minute 
\iter lubricating the cylinders freely again 
te the number of strokes made per minute 
The a will always result in an 
nereased f the pump. Often times 
the number of strokes will be increased from 
Chis increased speed and 
reased quantity of water pumped is duc 
( educt friction of 
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the piston against the cylinder walls, and 
the valve against the valve face The value 
if an engine oil for a given bearing can easily 
be determined, If an ordinary 15. cent 
thermometer is placed in the bearing, and a 
given quantity of oil used for a certain period 
of time, and the temperature of the bearing 
noted, you will have a record of the value 
ot that oil \nother oil can then be used 
on the same bearing, under the same condi 
tions and the difference in the temperature 


of the bearing noted by the thermometer 


The best results can usually be obtained by 
co-operating with some reputable manufac 
turer of lubricants, permitting the engineer 
of the refining company to carefully examine 
the conditions pertaining to lubrication at the 
plant, with the plant engineer, bearing in mind 
always that friction costs more than oi! 

Mr. J. Ablett. Was that oil in the evlinder 
417 deg. Hash, and was it a evlinder oil? 


Mr. C. H. Garlick. Yes, sir. it was a 


evlinder oil Not one that we made, but a 


“44 
We. KNOWN 


Boosting Boosts 


Optimistically Edited 
By “ Booster’’ Ross 


We understand that W. D. Simmons of the 
| ago, has developed 
into regular Chauncey Depew, in that he 

mand as an after dinner speaker 


His speech at the Twin 


City hanquet will go down in history as a 


The oil business must be good with [red 
Spiegler of Chicago, as he was caught look 


ng at a six thousand dollar auto at the auto 


Cleveland, O 


show in Chicago, although there was no 
SOLD card placed on it after Fred lett Why 
should we worry? 

The report is going that a combination has 
heen organized by the three great oil mag 
nates, W. D. Richardson, Cosden and Shreves 
\ll three well known in the world of petro 
leum—to build a refinery; location not defi 
nitely known yet 

T. Shelby Black of Chicago, made a visit 
to his old friends, Bill Hudson, New Orleans, 
and Ben Brown of the Bonner Oil Co., Hous 
ton, Tex. Shelby is a wise one in that he 
makes his southern trip while the wintry 
winds are blowing up north 

I'red G. Shreves, formerly manager of The 
Central Refining Co., resigned the first of the 
year \ny one wishing a good man could 
not make a mistake. We would hesitate 
to recommend him for any position under 
Fred would 


ten dollars a week certainly 


make good 

There must be an extra attraction abroad 
in view of so many oil men sojourning in 
Eneland, for here is McGuire of the Bartles 
McGuire Oil Co., Milwaukee, London 
town to buy his spring clothes. 

W. HL. Barber again visits the Windy City 
Will says this burg looks good to him in cold 
weather. Minneapolis is the garden spot of 
the world in summer but it gets cold there 
in winter 

The Manhattan Oil & Linseed Co., Minn., 
was well represented by Mr. MecLaughen in 
Chicago last week 

\lso Mr. Gerkin of the Gerkin Oil Co 
Dayton, O., one of the large leather 


hairs for which the Grand Pacitic ts noted, 


square feet of ground. 


Give us a trial order and be convinced. 


E have weathered the storm and kept on growing because of our in- 
tegrity, ambition, confidence, pride, ability and defiance. 


We have not advanced our prices on 


GREASES 


because the enormous gallonage which we use and our central location en- 
able us to buy right, consequently we are in a position to sell right. 


A trial order will convince you that what we say is the truth. 


Samples and quotations cheerfully submitted on any kind of Grease. 
We are especially proud of our Cup Grease. 


BELL OIL COMPANY 


F. C. BRETSNYDER, President 


Our plant occupies 52,800 


ST. LOUIS, MO. 


Febru 
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SAPULPA REFINING COMPANY 


PETROLEUM PRODUCTS 


SAPULPA 


OKLAHOMA 


Rock Island, Ill. Burlington, Ia. 
Minneapolis, Minn. 


TO WHOM IT MAY CONCERN: 


You Would Not Treat Your Stomach 
To Carbolic Acid, Would You? 


Something would go wrong with your works. 
treated oils eat the life out of your car. 


Use Silver Leaf Auto Oil 
Goodness Sake’’ 


MANUFACTURED BY 


PENN REFINING CO., Oil 


Western Branches: 


PENN OIL & SUPPLY CO., Ltd. 
Ottumwa, Ia. 
Sioux Falls, S. D. and Moorhead, Minn. 


It’s the same with your automobile, and 


City, Pa. 


Washington, Ia. Chillicothe, Ia. 


SOLUBLE OILS 


RUSSIAN ‘°8sresins 


for a few minutes, but otherwise he 
busy 
G. I. Sweeney, of Peoria, Il, came to the 
city. with 
borrow, beg, 
to fill the pail 


pail was full, but not with that product which 


a ten-gallon pail to see if he could 
steal or buy sufficient gasoline 


The last we saw of Guy, his 


the oil man so desires. 
PB. 


hattan Oil Co., 


Howe, the big 


Man- 
of Iowa, is evidently interested 


squeeze ot the 


in the high price of crude, at least the drift 


of his conversation would lead us to believe 


so when in our Chicago office. 


WHITE VISCOUS MINERAL OILS 


and MINERAL JELLIES 
MACHINERY GREASES 


\MIr. Robinson of the Kansas Oil Refining 
Cotfeeville, Kan., was bemoaning that his 
money was no good in Chicago. His friend 


appreciated the honor conferred upon them | 
his visit and therefore 


G. 


lowa, on the 


acted according] 
Ruth, the man who put Marshalltown, 
FRENCH AUTO 
the winter 

of the Clinton Oil Co., Clin 
lll., dropped 


map with 
OIL, is in California for 
George Kunz, 


ton, in to pay his respects 


us old friend, Stewart, and incidentally hee 


shipment on gasoline 


What is Co-Insurance of Fire 
Risks—Answered by Oil Expert 


By C. A. Gibson. 
Actuary and Adjuster. 
endorsed by the Independent Petroleum 
Marketers’ 
rom personal observation we judge that 
there is 


\ssociation. 
nothing pertaining to fire insur- 


ance which is as little 


understood by the 


insured (as well as a large percentage oi 
what is 
We will attempt 
readers a few 


the agents of the companies) as 


known as “co-insurance.” 


in this issue to give the 


illustrations of the practical workings of 


this clause when attached to a fire insur 


ance policy 


looked 


and its use in some 


Co-insurance is upon in different 


tates, states has been 


the result of class legislation; in some 


understand that it can not be 


used at all, 


States we 


while in other states it can 
certain valuation, 
classes of risks 
Without attempting 


eive our ideas relative to the 


be used only on risks of 


except in certain where 
there is no limitation 
to explain, or 
advantage, or disadvantage in the use of 


such a clause, we will 


confine ourselves to 
its practical workings 
that “‘co-in- 


them to fix the 


Insurance companies claim 


surance” enables rate in- 


telligently, and does not compel them to 


overcharge in order to be on the safe side 
them to make each 


They claim it enables 


class of risk pay approximately for its 


own losses instead of undercharging some 
and placing an unjust burden upon others 
o make up the deficit. They claim, fur- 


a risk 


for it results in charging him 


thermore, it is fair to each owner of 
in each class, 


equitably for the protection it guarantees 


him lf he buys tull insurance he gets 
full protection. They claim that in order 
to equalize rates -Insurance” abso- 


lutely necessary. 
this time to take 


issue with the claims which the companies 


We will not attempt at 


have, or may make in favor of “co-insur 
ance,’ but will leave that for some future 
date. 

There are two forms which the insured 


choose from, one referring to a stipu 


lated amount to be set forth in the clause 


the other referring to an agreed upon per 
cent of the actual cash value of the insured 
property at the time the fire 

Jones 


000.00, 


clause attached to his policies: “In 


occurs 
insures a 
with the 


building valued at $30,- 


following ‘“co-insurance” 
consid 
eration of the < 


cceptance by the insured of 


a reduction in premiums from the estab 
lished rate of........per cent to. 

per cent, it is hereby agreed that the in 
sured shall 


this 


maintain insurance during the 


life of policy upon the property in 


$25,000.00 
the insured shall 


sured, to the extent of at least 


and that failing to do so, 


be a co-insurer to the extent of such def 


EXAMPLES OF FIRST FORM. 
should be 


understocd; in this arrangement he 


$25.000.00 


form of clause readily 
agrees 
to maintain said 
time he fails to keep 
should occur, he 


stands in tle same position as if he were 


insurance on 
building; if at any 
and fire 


this line idl 


another company to the extent of the 
deticit, he carrying the risk on the difference 


between the 


carried 


amount of insurance 
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Clevelanc, O 


RIVERSIDE OIL COMPANY 


GENERAL OFFICES : 
Union Bank Building, 
PITTSBURGH, PA. 


HIGH GRADE GASOLINE 


7T0°-72°-74°-76°-84° and 86° GRAVITIES OUR SPECIALTIES 


We are in position to make prompt shipment of these grades in tank cars or steel drums from our Plants 


in the Pittsburgh District or from our Station at Chicago. 


We respectfully solicit your inquiries. 


WESTERN OFFICE: 
35th and Iron Streets, 


CHICAGO, ILL. 


roperty | $25,000.00; loss $30,000.00; companic Pay full or not; (see example No. 3): also, i 
$25,000.00: Jones suffers the the loss suffered be ereater than the 
$30.000 insurer to the difference between the amount of insurance carried, the loss not 
25,000 of the property and $25,000.00, being total, he loses the difference between 
\ rried 20,000 (4) Again, value $30,000.00; insurance: the remaining value and the amount of in 
de required $25,000.00; insurance surance carried; (see example Ne 
10,000 $25,000.00: ss $10,000.00; insurat igain, if the loss be partial and his line o1 
2/2 pam mount unt $25,000.00 is not full, the insurance com 
S10, 8.000 of ling eine full panies pay that percentage of the Joss sus 
2 ( value tained as the total amount of insurance car 
$10.0 2,000 required $25,000.00: insura ried bears to the total amount required 
$30,000.00; loss $30,000.( com] and Jones fails to recover the deficit as pet 
$10,000 $30,000.06 e full an xample No. 1 
$30,000 he property; tl If, however, he carnes the full of the 
$25,000.0 ed rvine fi urance | en pat fu] property in insurance he carries no risk; 
$20 S n ( he property see example No. 6. Ii the line of $25,000.00 
I { do Jone s \ eC See rol reg is not full, and the loss partial, Jones stand 
k | red ent of his part of any such loss the same as 1 
diff hbetwe the WTC insurance company carrying 
S30 he propert ind Tile 1 il ] | ft the extent otf the deticit: see 
$25.00 ( sur ed rried hel hi xaniple N ] 


Manufacturing Company 


Refinery and Main Office: 
Bradford, Pa. 


Retiners of Pure Pennsylvania Petroleum 


Gasoline 
Benzine 
150° 
Water White 
Illuminating 


Oil 


—— Filtered Cylinder Oils, Red and Pale Viscous Neutrals ———= 


MANUFACTURERS OF 


The Famous Bradford Steam Refined Cylinder 
Stocks of High Flash and Great Viscosity 


Scale Wax 
Wax Tailings 
Coke 


Paraffine 


Oils 
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BRADFORD, PA. 
Refiners of Pennsylvania Petroleum 
150 W. W. Viscous Pale Neutral Oils. e. 
Phe second form of “co-insurance” clause ; 
In its operations is similar to the abovse, 
escent tat the or |MIUTUAL REFINING CO. 
quired is based (in the majority of cases) (LIMITED) 
on an ey unknown value, or a cer WARREN, PENN’A f 
tain per cent of the actual cash value ot ares 
the property imsured at the time the fir 
Manufacturers of High Grade Burning Oils 
ccurs, a Cc ( oul Cry a 
for any manufacturer to determine at the Gasoline and Filtered Cylinder Stocks 
time he places his insurance 
ONLY PENNSYLVANIA CRUDE USED 
tial, the assured using le percentage torm 
“co-msurance,” and the companies writ- 
ing on the risk have any doubt that the x 
assured is carrying the full amount re 
quired, they can compel him to make a ‘é¢ be 
complete inventory of the property insured, 5 5 <i 
the undamaged as well as the damaged, = 
in order to determine that fact; this con a 
dition does not prevail where the first form : 
containing stipulated amount of insur 
Pennsylvania Crude Makes It 
When the assured decides that the in ty 
ducements offered by the companies art SENE A OlL W RK ‘ 
sufficient to justify him in using a “co-in oS 
surance” clause, great care should be ex : 
should go into his appraisal, or his last 
inventories and determine as far as pos 
sible the value of the undamageable prop 2 


erty, meaning by this such property as in ALLE¢ HENY FOUNDRY { O 
his judgement cannot be damaged, or, that *9 LTD. 


part of the property on which he prefers WARREN, PA. : 


to carry the risk himselt | have known . 
of cases where the rate has been considered : 
high, and a “co-insurance” clause was used, 4 
where the first story walls of all brick 

structures were excluded from coverage; 

ifter having determined the amount of dan 

igeable property by deducting the undam ae 
igeable from the total, he should also de E. 
termine in his own mind what amount ot 
salvage there would be, if any, and mak 
this deduction, and then carry one hundred 

percent of the balance, or in other words, 

place the amount of insurance on the dam 

ageable value less the amount of salvage, 

ind use the first form of clause; 1f, how x 
ever, he decides to use the percentage form 

of clause, ix the amount to be carried on 4 
the total value of property less the undam ; 
ageable, and then a certain per cent of the ‘ 


remainder; 1f the assured uses the percent- 


xe fom of clase almost absolstely BUTLDERS OF THE STRONGEST AND MOST 


necessary that he have a certified appraisal 


made by competent parties. DURABLE STEEL TANK CARS NOW RUNNING 


In order to make myself perfectly clear 


in regard to the foregoing, where the as- — specifically excluded of course he could no. of business, where the insurance is based 
sured uses the first form of “co-insurance” recover: if, however, the second form of upon the percentage clause, to waive or set 
clause, there is no necessity of specifically clause is used, which is based upon the aside the application of the clause where 
excluding any of the property from cover- value of the property, that part of the prop losses have been incurred, which did not 
age, as the clause is based upon a certain’ erty which has been specifically excluded exceed five (5) per cent of the total amount 
amount of insurance to be carried, and he would represent that part of the risk which of insurance carried, exempting the assured 
might suffer a loss on property which he — the assured has elected to carry as his own from making an inventory in those cases 


might think undamageable, and if it was It is permissible, according to the ethics of the undamaged property 


51 
A 


CRUDE AND REFINED 


ADVANCES ABROAD 


\ustrian Oil goes Up and Refineries 


Insist 


on their Proportion 
of Increase 


BU 


LLETIN. 


On January 23rd it was announced 


that 


the price for crude oil, the 
have 
price for refined oil from 36 kronen to 


refineries 


37 kronen. 


again 


advanced 


owing to the recent increase in 


Austrian 
the 


(By Special Correspondent.) 


BERLIN, Feb. 1, 1913.—The position 
Gert in respect to petroleum 
aid have undergone any 
the ast month = on 
he legislative proposals 
\ he government to. the 
‘ than what may have been 
ed ible The country, like 
het leum consuming country, 
uurse suffering from the advance in 
tlue of crude oil which must and does 
dl nate expression in. higher 
he refined or lighter products 
ere is ly nothing to add to what has 
veen stated ly] id es that would be 
ect 
ii imate relations between the Ger- 
nd G ian elds make the recent 
S101 \ustrian of crude 
igh primarily s de on 
striat nsume t w 
h pron ers the Ge 
e 4328 1 as a 
nl, tl nable 
‘ Standard 
t ere ‘ poimmt ot 
he (rer 1 lsumer, 
1 eul lers have 
lays announced an 
t retined il to 37 
1 1 thus, a rding » the “Neue 
re they ( xceeded the 
pri that was set when the 
istt t trade indicated the extreme 
would be allowed [In the pre- 
otiations betwee the state and 
petroleum retiners the ministry of 
1¢ had take the stand that refineries 
th the consent f the government 
n cceed the limit ot 35 kronen, 
erwise measure uuld be taken against 
\: m il] Company as before, in con 
ty witl nderstanding. There was 
terview ‘ days ago between the 
resentat the minister of trade 
l the peti producers, when it was 
\ CXP hat the reliners did 
1 the price 360 kronen 
the refiners it was urged that 
( CXO!1 1 S¢ n the price of crude 
actories to raise the price 
the retined product. The bounding rise 
ude has made still further progress 
e pi few weeks. On the bourse 
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Cleveland, O. 


James Berry’s Sons Co. 


442,443 & 444 CHAMBERS BLDG., OIL CITY, PA. 
PRODUCERS ANDO DEALERS IN 


Oils, Gasolines and Refinery Products 


We can quote you on everything in Oil 
High Gravity Gasoline a Specialty 


Water White Oils-Gasolines-Lubricating Oils 


at Lemberg crude oil was quoted dearer 
for both prompt and future delivery 

The pure movement recently has so pro- 
that the held 


further and 


eressed refineries back from 


making contracts speculative 
transactions only seem to be governing the 
market In a 


take place 


negotiations 
and the 
petroleum refiners with the object of dis- 


few days new 


will between the state 


posing of a large quantity of crude oil 
(which belongs to the State Mineral Oil 
Factory) to the retiners. The factories had 


the state which, 


however, was declined as being unsatisfac- 


already made an offer to 


tory. The active demand for crude oil and 
the impossibility of obtaining sufficient 
quantities on the open market has forced 
the refiners to make fresh offers to the 
state in order to get possession of these 


stocks. 


oil has made a further sharp ad- 


disposable In Drohobyez the price 
of crude 
but almost en 

The pur 


by a Buda-Pesth re 


vance contracts made are 


tirely on account of speculation. 


chase of crude oul 


nery is due, as a matter of fact, to ab 


solute exhaustion of stocks and compulsion 
to execute 


orders, Last year the produc 


tion at Boryslaw and at Tustanowice was 
103,000 tanks and the export 167,000 tanks 
so that 64,000 tanks of previously exis: 
ing reserves have been lifted off the mar- 
ket: in the year 1911 the production was 
130,000 and the export 153,000 tanks. The 
stock carried over into the present year is 


estimated at 80,000 tanks in which esti- 
mate is included the 48,000 tanks of crude 
oil belonging to the state refinery The 
quantity of crude oil held by the various 
refineries is difficult to estimate; but may 
be called something like 10,000 tanks 


Russian Body Hunts 
For Cause of Higher 
Petroleum Prices 


(By Special Correspondent.) 
ST. PETERSBURG, Jan. 31. 


problem for 


The price 
Russian petroleum continues to 
exercise economists in Russia. The committee 
of the Congress of Commerce and Industry has 
heen inquiring very carefully into the causes of 
existing a normal prices, the level of 40 co- 
pecks (20 cents) per pood for crude petroleum 
last 


this is 


having reached month ( December ) 


(one 


ech 


reason for the excessive cost of 


production, one element in which is the neces- 


sity to sink deeper for adequate supply of oil 


Quality Talks 


Are Supported by 


Trade Winner Oils 


Refined especially for 
jobbers from Pure 
Penna Crude Petroleum. 
Our modern compound- 
ing plantisat your service 


The Island Petroleum Go. 


PITTSBURGH, PA. 


long ago 350-700 feet was deep enough 


to get a good supply. 


Now the depths are 
2.100, 3,500 and 4,200 feet, as is the case at 
Grozny, so that the cost of production is ris- 
To bore 350-700 feet 


25,000 


ing at an alarming rate 
between 15,000 and 


while a 2,100 foot 


sts 
hole, 


roubles. 


roubles per 


well will cost 100,000 
The production is not in proportion to the 
cost. As a matter of 
notorious that particularly at Baku the wells 


increased 


fact, it is 
are giving out and it is only at the expense 
of deep drilling that even a reduced produc 
tion is obtained. Further than this, at 


the 


Grozny 


owners are compelled to tight against 
water floods, a feature never before known on 
the Russian oil fields: and on some areas to 
get one pood of oil, it has to be separated from 
ten poods of water. 


lands 


Moreover the petroleum 
than 
10 copecks per 


are fixed at higher rents before, 


adding a cost of pood in 


petroleum. Since 1905 labor has increased in 
value, and lastly there is the limit put to the 
leaseholds. Whereas formerly there was no 
limit, now the extreme term is 30 vears’ right 
of exploitation. At present the cost of boring 
and exploitation is 15 copecks per pood at 
Baku, without including interest on capital or 


rental, ete., the rental being divisible between 
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February, 19153. 


li cal 


At Grozny the cost is relatively even higher by 


the state and the governors, and so on 


some copecks per pood than at Baku. 


GOVERNMENT RETAINS LANDS. 
One reason for the well-sustained price is 
the failure on the part of the 
let out 


government to 
Up to the year 1902 
this was done on a progressive principle. lor 
example in 1892-1902 over 400 dessiatines (1 


dessiatine equals 2.7 acres) of 


fresh oil Jands. 


rich petrolifer 
Gus lands were let out for exploitation ; and 
15,000,000 
about six milliards of 
poods were produced in the course of this dec 
ade and put on the market. 


contained 
petre leum, 


as each dessiatine over 


por of 


This quantity not 
only took the place of the natural exhaustion of 
the levels previously exploited, but it raised 
the production of the Baku region from 300, 
000,000 p. to 615,000,000 p., 
1904. 


the level reached in 
During some years petroleum and its prod- 
ucts, as liquid fuel, made great headway in dis- 
but the natural 
rise i price consequent on the widening mar- 
ket caused a brisk reaction, and 
consumers returned to coal. 


tricts previously using coal; 


many oil 
\s the internal combustion engine becomes 
more and more a prevalent feature in Russian 
industry, with an increased call on the petrol 
eum resources of the country petroleum prices 
in Russia will remain high and perhaps go 
higher. The demand is on a supply that is 
decreasing, and new petroleum lands have yet 
to be developed. 
RAILROADS BECOME PRODUCERS. 
The new feature of the railway companies, 
such as the kicking against the 
prices charged it for liquid fuel and becoming 
a petroleum 


Caucasian, 
itself, has awakened 
resentment throughout the Russian pe 

world. 


producer 
strong 
efforts are being 


troleum Energetic 


made to have the government require the rail 
way company to operate within the limits of 
Should the railways be free 
to produce their own petroleum, the 
that has hitherto been withdrawn 


market for their use will be 


its own business 

quantity 
from the 
at the disposal of 


other consumers, the presumption being that 
the railroads will sink fresh wells and tap 


other than existing known resources. The 


state, in granting permission to the companies, 
would require them to alienate 


portion for its benefit, 


a certain pro- 
the policy of the state, 
it rents petroleum 


wherever lands that have 


been declared “manifestly oil-bearing.” 
Although the market price is hovering about 
10 copecks per pood, immense quantities are be 
ing delivered on existing contracts at much 
where at 


(2,700 acres) 


rates. It is estimated that 
present about 1,000 dessiatines 


lower 


the area still 
state is 2,500 d., esti- 
40,000,000,000 p. of 
Presuming that the state were to 
50 da year, this would mean a life of 


about 50 years for the petroleum fields; 
addition by them of 


annually 


of oil land are being exploited, 
under control of the 
mated to contain about 
petroleum. 
lease 
or an 
750,000,000 p. of petroleum 
to the country. _ These figures com- 
puted from scientific data are in no respect 
exaggerated. 

There is no doubt that the oil fields, Grozny 
and Baku, particularly the latter, are capable 
of further development, and that the present 
difficulties arise largely from the popu- 
lar agitation that took place when an im- 
portant area of Baku oil bearing land was 
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High Grade FULLERS EARTH 
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auctioned off. This new land was gobbled by 
the big houses, and it was considered unfair 
that the small houses should be shut out of 
the new lands by reason of the greater capital 


cancel the 


of the large 


The agitation was 
so successful that the Senate was induced to 
on the ground of “in 


Baku houses. 


auctions 


formalities.” 
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“4 NATIONAL PETROLEUM NEWS Cleveland, O 
° battleships for which appropriations have al 
Kavors Internal (‘combustion ready been made will burn oil alone, having 
e 
Engines for the U. S. Navy 


6 provision for the storage of coal 


Rear Admiral T. J. Cowie, chief of the 
bureau of supplies and accounts, testifying be 
fore the same committee, Dec. 6, 1912, pre 

: k it lies yuilding luced a statement showing that the United 
ntry sufhciently States navy consumed 14,146,714 gallons ot 
neern to undertak« » spend fuel oil during the fiscal vear of 1912, ending 
nsiderable amount of money necessary June 30, 1912, as against 5,776,657 gallons for 
eve ent of this engi val the preceding year. In his estimation the con 
sumption of fuel oil by the navy’s oil burning 
s GERMANY ACTIVE. ships during the present vear will reach 21, 
ers \though American shipbuilders have he 000,000 gallons, increasing to probably 30,000, 
0 kward in attempting the development H00 gallons for the fiscal year 1914. For its 
i] burning ships at the present time the gor 
on-the lonkout Sor ernment uses Texas oil, with an asphaiium 
ents to her navy, have been making remarl hase, paying 4 cents a gallon at Port Arthus 
le strides in this matter Cone's is a 60 per cent raise from the prices 
ne, Rear <howed that ‘while only one <on paid the preceding year, according to .\dmiral 
ern in this untry had entered at all ex Owls tesumony. 
ering, gave rt is states tensively into the development of internal COAL ON PACIFIC HIGH. 
much import e to the ombustion heavy oil engines, and those to le Qn the Pacific coast, where heavy tuel oil 
sed in submarine and other small boats only, s a drug on the market, it costs three and 
Ve vhere engines producing 450 horse powe1 it half times as much to steam a_ battleship 
Be VEsst e bu aplece were suthcient, foreign experts, work with coal as with oil. Oil is sold there at 
snow ai ng as private individuals but generally w the rate of 1.6 cents a gallon, while on the 
oht d alts erstood to be tinanced by their government, \tlantic coast, where oil is 4.4 cents a gallon 
‘ | wmder « mstruction two separate oil en for deliver, alongside the vessel and val 
reli ! luce : s gines developing 2,000 horse power in ea proportionately cheaper than on the west coast, 
n the development of an oil engine and start viinder or a total of 6,000 horse power with — the conditions are absolutely reversed. With 
Idin Orne t government navy three cylinder engine the use of oil, however, he pointed out a hat 
F otha el In addition to the use of fuel oil in sub tleship can sail 1,400 miles where a sister ship 
ropriated for. I have hes marine and other small boats in the United equipped with coal can cover only 900 miles 
te r three years before goimg into tins States navy at the present time, several bat il burning ships require only half the num 
eve ‘ in a governn rd in tl tleships are equipped to burn fuel oils under ber of men in the fire room. The Delaware, 
pe t i ate concet ce the boilers to develop steam power, and other 


burning coal, carries 234 men in the tire room 


N accordance with our direct announcement of De- 
cember last, we have changed our title to “Milliken 
Refining Company” and moved our Sales Office to 


St. Louis, where we trust to receive your communi- 
cations of the future. 


Successors to 


VINITA PRODUCING & REFINING CO. 


__ Refinery 121 Chamber of Commerce 
VINITA, OKLA. ST. LOUIS, MO. 
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STANDS FOR QUALITY 


Moore products are quality products the kind that make permanent 
and increasing trade for the jobber. 


And yet, Moore prices are not 
Let us quote you on Greases, Soaps, Drilling Compounds, etc. 


THE MOORE OIL CO., CINCINNATI, OHIO 


Independent Refined Oil Shipments 


Following reports of the United States 
Pipe Line Company, Independent, show the 
amount, in barrels, of retined oil for export 


run from the Pennsylvania refiners: 


1911, Runs. Shipments. Stocks. 
January 145,155.80 123,346.56 176,983.63 
February ....104,012.83 72,719.85 208,281.61 
180,642.60 
April 120,573.47 
125,085.07 
139,006.27 
August 157,200.58 


Septeniber 
October 


November ...135,123.75 
December . 140,086.05 
1912. 

January ..... 114,738.17 152,178.83 140,401.51 
February .110,187.92 42,994.68 207,594.75 
ee 140,341.82 111,664.59 236,271.99 
129,973.11 133,931.96 232,313.14 
161,976.37 157,131.78 218,056.65 
145,420.53 137,573.24 225,903.94 
142,565.85 106,958.15 261,511.64 
September .141,837.13 158,069.13 245,279.64 
October ..... 133,938.55 141,698.48 237,519.71 


November 


4 149,991.32 
December 


108,012.73 


209,424.85 


.--121,896.4 
264,192.49 


162.780.3 


crew: its sister ships, the oil burning Nevada 
and Oklahoma, only 124. And of this num 
ber only 9 are actually necessary to run the 
fires while the vessel is under way. The 
remainder are occupied with the care and 
upkeep of the oil burning plant. Moreover, 
an oil burning battleship can maintain top 


long as the oil lasts, while a coal 
ship, the 
unable to 


speed as 


burning because of difficulty in 
hold the 


same rate of speed as the oil burning ship, 
which the 


handling fires, would be 


even costs less to build in first 


place. 


The engine which Rear Admiral Cone hopes 
the government 
New York yard, will 
possess equally great advantages over its pre 
The di- 
the oil 
under the boilers to develop steam power, will 
spray 


to develop at one of 
the 


navy 
vards, preferably 
liminary sister, the oil burning ship: 
rect oil engine, instead of burning 
the heavy oil in small quantities di- 
rectly into the cylinders of an internal com- 
bustion marine engine, the most direct form 
of heat-producing energy known at this time. 
And according to Admiral Cone, there is no 
inherent prevent this result. 
Similar engines, although much less powerful 
than the engine he contemplates, are running 


some 


obstacle to 


530 ships at the present. 
engines 


Oil burning 
much 
The oil engine itself is only 


are in successful use to a 


greater extent. 


a step forward. 


TANK WAGON OIL AND GASOLINE MARKETS 


Prices are cents per gallon. 


BULK STOVE 
Ww. W. GAS, 
Connecticut— 
Stamford 15 
Georgia— 
Atlanta 111, 18% 
Augusta 11% 1814 
Indiana— 
Logansport i le 16 
Illinois— 
Allendale 
Belvidere . Tle 14% 
Chicago . ile 15 
Desplaines tile lo 
Ndinbure 16 
Friendville Tle 1642 
Galena 
Gillespie 16 
Greenview 16 
Havana Ss 16 
Hillsboro TH 
Keensburg 16% 
Lancaster Te lH le 
Litchfield 16 
Mason City 16 
Middletown S 16 
Morrisonville 1G 
Mt. Carmel 7 16 
Mt, Olive 15% 
Peoria ......-. 7 16 
Petersburg litle 
Raymond S 16 
Mockiord ....«. 14% 
San Jose .. Ss 15% 
Springfield 16 
Taylorville 16 
lowa— 
Dubuque 7% 16.2 
Dyersville 7.8 16.2 
Guttenbureg S.4 17 
Harpers Ferry 8.9 17.4 
West Union S.4 17 
Kansas— 
Hiawatha ...... 14% 
Kentucky— 
10 -12 
Covington ...... ne 9 -10 
Williamstown ......10 18 
Mary land— 
Massachusetts— 
9 17 
9 16 


Corrected to Feb. 12, 1913 


Michigan— 


Grand Rapids \-1]01, 16 

Jackson L6 
Minnesota— 

Minneapolis 

St. Paul S 16% 

White Beat 16.6 
Missouri— 

Chillicothe . 7% 14% 

Kansas City ' 15% 

St. Joe 16 
New VYork— 

Clavton 1S 

(Oswezo 

Syracuse ’ 18 

Watertown IN 
Ohio— 

Cleveland . S14 1614 

Cineinnati 

Columbus ‘ N be V7 
OKlahoma— 

lva N IS 

Hobart .. 1] 1S 

OkKlahcoma City 12 17 

18% 
Oregon— 

Portland 1S 
Pennsylvania— 

Bradford ... Who 1s 

Wilkes-Barre 9 17's 
Rhode Island— 

Pawtucket % 17 

Providence 17 
Tennessee— 

Chattanooga 11 1S 
South Carolinna— 

Charleston ..... Slo 16 
Texas— 

11-14 1S 

11-14 IS 

Higgins .... 20 

Longview .... .11-14 1S 

Waco 11-14 IS 
Virginia— 

16 

Richmond The 20 
Washington— 

North Yakima 191% 

Spokane ....... ..13% 1S 

91, 17 

Wisconsin— 

Prairie du Chien 8.2 17.2 


The Wadhams Oil Company has appealed 
a suit brought against it by Jas. D. Berry & 
Sons Company, of Oil City, which it lost in 
the circuit court. There the jury returned 
a verdict for $4,656 in favor of the Berrys. 

The Berrys sued for the untaken portion 
of a contract for gasoline. The Wadhams 
company had refused the gasoline after the 
first few cars on the ground that it was not 
suitable for their purpose, and not what they 
had ordered; that it had an offensive odor 
which their class of trade would not stand 


for. The Berrys sold the gasoline refused 
to the Bartles Maguire Oil Company in Mil- 
waukee, which jobber sold it in the city and 
vicinity, thus complicating the legal question 
involved. 


Suit may be brought at Lincoln, Neb., 
to determine whether or not the public’s 
right to the street is so great that garage 
men cannot maintain gasoline pumps on 
the curb. 


55 
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Price Indicat for Prod d Market 
PENNSYLVANIA. 

Owing to the pipe lines’ style of reporting, the following table covers runs from wells east of the Illinois field, while the 
shipments include also oil west of that territory. Gross stock figures cover all stocks of all kinds of oil held by the Eastern lines. 
The stocks of oil Pennsylvania and Lima-Indiana grades are also given separately, even though they are included in the gross 
stocks. Tables also include operations of the Independent and Tidewater lines in the old Pennsylvania field. Prices quoted are by 
the S. O. group of lines, only North Lima is quoted for brevity, as South Lima is always five cents lower. All prices are at closing 
of the month: 

IM. Runs, Stocks of Price of Stocks of Price of 

Shipments, Gross Stocks. Pa. Grade. Pa. Grade. Lima-Ind, Lima-tind. 

January 2,362,732 5,724,056 15,523,308 4,486,088 $1.30 4,317,175 $0.82 

February 244,812 5,076,553 15,959,531 4,535,902 1.30 4,383,561 82 

April 334,829 5,654,798 15,759,085 "82 

June 2,420,768 5,381,904 16,346,540 4,541,906 1.30 3,724,478 82 

ee 2,143,366 5,953,270 1 5,928, 715 4,198,692 1.30 3,724,478 82 

August ... . 2,270,443 5,652,992 15,780,145 4,071,571 1.30 3,340,093 92 

September 2,133,340 5,670,278 15,300,054 3,758,182 1.30 3,207,020 84 

October 2,188,334 6,000,317 14,239,369 3,523,285 1.30 3,201,967 84 

November 2,023,108 », 149,269 14,152,613 3,471,669 1.30 3,302,854 84 | 

December 2,176,369 7,146,435 12,399,553 3,493,874 1.35 2,896,457 ‘84 

1912 

January 1,809,624 7,178,469 13,455,640 3,591,920 1.50 2,967,238 92 | 

February 936,973 6,988,600 13,083,228 3,791,735 1.50 2,990,298 95 

March ..... 2,399,796 7,658,727 12,491,170 3,965,689 1.50 3,010,540 98 | 

April ..... 2 475,429 5,984,488 11,658,625 4,052,141 1.55 3,022,377 1.00 

May 2,638,288 7,52 0,630 11,620,775 4,233,146 1.55 2,494,149 1.02 

June 2,517,194  & 467.739 11,320,615 4,168,146 1.60 2,515,578 1.02 

July 575,483 7,326,986 10,908,167 4,114,242 1.60 2,151,647 1.04 | 

we aes >, 582,757 6,918,272 11,315,925 3,861,026 1.60 2.307.331 1.04 

September BAYS 5,331,264 11,248.198 3,720,398 1.60 2.444.979 1.04 

October 2,380,0 6,151,569 10,616,324 3,386,484 1.65 2,135,500 1.07 

Novembe 25 5,415,203 10,340,681 3,408,784 1.85 2,134,642 1.13 | 

December 2901 569 10,422 467 3499 75 60 297,860 1.25 

ILLINOIS. 
Crude Markets 
Figures of the Ohio Oil Company taking oil in the state of Illinois, represent all Quoted by the predominating pipe line com- 
but some 225,000 to 250,000 bbls. taken from that field each month by the Tidewater pany in ench field. All prices are at the well 
Pipe Company and Independent refiners. The price quoted is on crude above 30 degrees '™ Barrels of 42 gallons. 
gravity, as that represents 85 per cent of the crude produced and is and will conttinue to Corrected to Feb. 12, 1913. 
be the crude that’s a factor on price in that field. 

1911. Runs. Shipments. Stocks. Price. Prices | 
January 2,169,878.48 933,860.48 26,243,014.79 $0.60 Jan. 1, 1912. 
Februar) 1,994, 231.42 838,565.7. 25°635,245.01 60 Pennsylvania $2.50 $1.35 
March . .2,589,634.97 1,218,111.33 23,997,495.65 60 Mercer black 2°00 
April . .2,173,939.43 1,022,936.26 24,005,009.96 63 New Castle 200 84 
. -2,299,881.16 1,132,231.25 24,129,387.96 .63 Corning 2 O00 | 
June .2,208,358.29 1,174,211.17 28,195,749.12 65 207 
July -2,292,926.66 1,231,534.42 22,714,182.54 .65 Wooster, O | 
August . .2,340,877.21 1,206,244.36 22,265,927.92 .65 North Lima 1.27 "S4 
September 32. 17 9,591.49 1,252,987.72 21,904,718.65 67 South Lima 132 "79 
October 2 "195,407.56 1,352,605.31 21,359,482.42 67 Indiana ....... 1.32 7% 
November 1,304,662.46 20,211,934.37 67 Princeton 1.20 
December .2,088,368.54 1,454,393.63 19,131,677.63 69 Somerset ‘taal 135 24 

January . -1,870,413.30 1,350,621.49 18,393,303.04 75 Illinois, above 30 deg . 1.20 67 
March . 1,970,421.14 1,532,428.26 17,278,537.27 81 
April . 1,935,015.12 1,420,013.29 17,001,287.72 83 

lay . .2,104,689.43 1,301,726.71 16,636,328.76 85 Mid-Continent. | 
June . .2,099,719.88 1,302,536.95 16,235,352.83 85 Kansas and Oklahoma, all 
July .«2,241,787,12 1,327,328.66 15,689,993.67 87 
September 1,885,225.99 1,359,968.05 13,949,064.15 Texas Fields. 

October .. 1,401,806.61 13,039,507.24 90 Klectra . 
November 1,230,356.57 12,307,724.81 96 Petrolia (Henrietta) 95 53 
Decembe .1,6 1,206,.516.09 11,598,519.08 1.0% Corsicana light .. 
Corsicana heavy . 53 
MID-CONTINENT. Spindletop a0 
Oklahoma and Kansas, being official figures of the Prairie Oil & Gas Company, Sour Lake NH 6: 
Gulf Pipe Line Company and Texas Company, with stocks of the latter estimated. a va 90 Oi 
jatson 6 
Prices at ‘ ; 
saratoga So 4 
i9it. Shipments. Stocks the Wells 
January 4,347,119 50,272,506 $0.44 Dayton .. . 90 6. 
Februar 4,100,337 070.938 
. »4,631,308 4,551,597 0,539,839 44 Fields. 
tApril . .5,010,351 4,467,832 52,659,839 46 
14,868,093 4,590,813 91,246,470 46 Caddo, above 38 deg....... 62 
.4,655,117 4,571,168 52,804,724 48 Caddo, 36 deg. 95 
. .4,617,378 4,775,453 52,272,420 .48 Caddo, 32 deg. ...... 
August . .4,613,899 4,710,733 51,087,764 48 70 
September . 4,433,096 4,580,966 
October . -4,521,700 4,366,600 50, 726,8 29 50 California. 
November . . 4,261,070 4,321,832 50,272,560 
December . 4,087,224 4,987,064 50,: 260, 203 50 (Standard oil prices.) 

1912 .30 
January . 3,857,448 4,086,845 49,876,465 57 From 18 deg. to 20.9 deg.... .35 
February . . 3,719,798 4,043,391 49,607,961 -60 From 21 deg. to 23.9 deg.... .50 
March . 3,826,496 4,160,440 49,371,119 .60 er 
April 3,671,572 4308,151 49,022,689 64 From 24 deg. to 26.9 deg.... .55 
May ...... . 4,171,483 4,437,366 49,022,614 27 deg. and above .......... .60 
. .4,162,648 4,538,179 48, 752.055 .68 
. .4,468,873 4,508,362 48, 865,091 .70 = 
August . 4,703,036 4, 822467 48,751,731 
September . «4,482,978 4,758,817 48,301, 432 -70 
October 4,896,647 4,927,450 48,093.614 -70 . 

November 4,790,734 4,831,615 47,794,788 76 Export Market 

December 5,039,393 5,048,471 47,695,447 83 

tIncludes all purchases in iron tanks. Refined oil in bulk, Standard White and 
Water White at New York and Philadelphia 

The Bonner Oil Company is preparing to Company move its tanks out of the village © 8. Ww. w. Ww. 
enlarge its plant at Shreveport, La. Th. main has come up in the town of Mexico, Mo. Opened, Jan. 1, 1913.......-. 4.80 5.80 
ffices are in Houston, Texas. The council makes the usual allegation. The High ........... eesenceces 4.80 5.80 

local manager points out that the tanks are 4.80 5 80 ——-— 
The question of making the Waters-Pierce absolutely safe Latest Quotation, Feb. 12 1.80 5.80 
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Pat. applied for Pat. applied for ; 
55 GALLONS 55 GALLONS 


No, 2 Black 


No. 2 Galwanized 


This barrel meets requirements of the Interstate 
Commerce Commission specifications No. 5 


Let us hear from you regarding your requirements 
We make Steel Barrels for ali purposes 


Write us for Catalogue 


THE DRAPER MFG. CO. 


3603-11 East 82nd Street 
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Nationa! Petroleum News 


A PAINT FOR EVERY PURPOSE 


WHICH 
You Can Sell in Connection with Your Other Lines 


MANUFACTURED AND GUARANTEED 


THE FRED CLARK COMPANY 


CHICAGO, ILL. CLEVELAND, O. 
Factory Paints House Paints 
Farm Paints Specialties 


THIS WILL BE A BANNER YEAR FOR PAINT 


WE SELL TO JOBBERS ONLY 
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